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a man-pow er € gicient Reflectors open or closed. A unit 
” . ADER super-e that provides extra-light intensity. Highly efficient, heavy- 
LE: duty all-steel construction. For direct-to-ceiling or suspen- 
sion mounting, individually or in continuous rows. Equipped 
with Snap-Lock turret sockets. Takes two or three 
40-watt, T-12 lamps. Conventional 110-125 volt, 60 cycle 


A.C. only. (Other voltages and frequencies available). 
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A popular-priced fixture for in- .& 
dustrial lighting. Uses two 40-watt fluorescent lamps. For 5 
direct-to-ceiling or suspension mounting. Equipped with 
Snap-Lock turret sockets. 110-125 volt, 60 cycle A.C. 
(Other voltages and frequencies available). 
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Each Snap-Lock turret is = 
under spring tension. It “agea ” ‘t 
compresses under pres- 

sure; then snaps back 
into normal position. 
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Better wholesalers carry LEADER fixtures. There is a LEADER repre- 


sentative in your area. His name, plus fixture data, sent on request. 


SADER ELECTRIC COMPANY 
3500 NORTH KEDZIE AVE. + CHICAGO 18, ILLINOIS 


WEST COAST FACTORY + 2040 LIVINGSTON + OAKLAND 6, CALIFORNIA 
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<= ELECTRICAL WHOLESALERS...‘‘New Electrical Developments” catch 
i ’ ° ‘a f 
< NEW ELECTRICAL the eye of men who buy fuses. That's why they read this new series o 


DEVELOPMENTS ads. At the same time, they learn about ECONOMY “DE-LAY” FUSES 
#2 and LINKS. Your stock should be adequate to give prompt delivery. 








Protect Modern Machines 
against Costly Delays 


TRIPLES 
PRODUCTION 
SPEED 


@ This Gisholt Turn Mill 
has two milling cut- 
ters that work in 
pairs, and progres- 
sively mill the pin 
diameters and ad- 
jacent cheeks on an 
automobile crank- 
shaft, three times as 
fast as the previ- 
ously used system. 





Mod ern 
OMY -°De-Lay” Fuses 


ECON 


Your Electrical Circuits Need 
ECONOMY Modern “De-Lay” Protection 


Why risk needless stoppages of your time-saving 
and cost-reducing equipment, due to needless 
“blows” caused by momentary overloads? 


ECONOMY “De-Lay” FUSES offer superior pro- 
tection against unnecessary “blows’’ within the 135 
to 200% range, where most overloads occur. 


Your Electrical Wholesaler can supply you with 
ECONOMY “De-Lay” Renewable Fuses and 


Renewal Links. 


You are invited to 
write for the New 
Economy Catalog. 





ECONOMY FUSE & MFG. CO., 2717 GREENVIEW AVE, CHICAGO 14, ILL. Acc Peincipac cities 
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RAL NOARK Motor Starters cut maintenance costs! 
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BULLETIN 504, 3 POLE, SIZE 2 TY 
MAGNETIC AC. MOTOR STARTER 
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BALL BEARING ACTION insures smooth operation, prevents 
failures in the Federal NOARK Motor Starters. The only moving 
part, a solenoid, rides on ball bearings—right where they count! 


Mechanical trouble can’t develop . . . breakdowns can’t happen! 


Instantaneous choice of manual or automatic posilive reset. 


[us e Simplified RESPONSIVE ELEMENT 
e Immediate CONTACT RENEWAL 


e Instant COIL REPLACEMENT 


Federal 
bror Starters 


Fede: ‘1 Electric Products Company, Manufacturers of a Complete Line of Electrical Products including Motor Controls + Safety Switches 
Service Equipment * Circuit Breakers * Panelboards * Switchboards * Bus Duct 
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especially in the new G-E 4-LAMP PACKAGE 


ECENT sales tests show that lamp sales go advertising have built up over the years. 





‘way up when the new General Electric To add to your lamp profits, urge dealers to 
4-Lamp Package is put on display. That's put plenty of G-E 4-Lamp Packages where 
because the 4-Lamp Package is specifically de- customers will see them. When people see 
signed to capitalize fully on the consumer them, people buy them. . . because G-E lamps 
preference that G-E lamp quality and G-E _ sell on sight. 


. RS 
Dont Forget 


GE BULBS 








STACKED UP AT CASH REGISTERS. The HEAPED UP IN WINDOWS. They'll re- DISPLAYED IN MERCHANDISERS. A mer- 
colorful G-E 4-Lamp Package will mind passers-by that they need chandiser full of new 4-Lamp Pack- 
get many an extra sale when dis- light bulbs and bring ’em in to buy. ages is a powerful sales force in 


any store! 


G-E LAMPS 
GENERAL GYELECTRIC 


. Y 


played in this hot sales spot. 
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but differ widely in ¢ 
tant features make 
selecting either type. 





and 575 volts, 


e Ratings from 30 to 2400 amperes, 250 


AC or DC. 
e Fusible or Not-fusible. 


Pressure switch ja _reduce 


Positive- ws and fuse clips.-.- 
heating. 
e Mechanism is heavy duty. quick make, quick break. 
Enclosures are general purpose type: weather-proo! 


and dust-tight, oF cast enclosures for special aP- 


plications. 






Ratings from St 
Thermal-magnetic 
Thermal trip 
overload continues. 
Magnetic element . - 
and heavy shorts. 
Common trip - 
Repeat protection - 
Anyone can restore 
“Over-fusing’’ elimin 
calibrated and sealed. 
Mechanism is heavy 
Enclosures are gener 
special applications § 


explosion-resisting. 
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d CATALOG DIGEST 
ete information on 
Safety Switches and Circuit Breakers, 
Write Square D Company, 6060 
Rivard St., Detroit 11, Michigan. 


For illustrate 
giving compl 


DETROIT 







D., TORONTO * 





SQUARE D COMPANY CANADA LT 





h provide circuit prote 
onstruction and operation. 


Square D a logical choice when 


o 600 amperes: 250 
(coilless) trip --- 
holds harmless momen 


_ functions instant 


_, prevents single phasing. 
_, nothing 
service .-- 
ated .. 


duty, quick make and quick 


al purpose type, OF 
uch as weather-pro 


MILWAUKEE 


SQUARE D de 





ction and disconnecting means, 





AC 


to 600 volts, 


tary overloads . 


burns out .. 


cast enc 


COMPANY 


. Los ANGELES 


MEXICO, 2 A., 





Impor- 


or DC. 


eliminates fuses. 
__ trips if 


y on both moderate 


_nothing to replace. 


_no live parts exposed. 


non-tamperable unit is 


factory 


break. 


losures for 


of and dust-tight or 
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Heavy Duty Plugs 21 jm 
Receptacles SHED ED 
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Triploc and Multiple-Circuit Series 


: ae e A line of exceptional versatility, unequalled 
severe operating conditions, as proven by years of remarkably depend- in the heavy duty field, with a virtually 
unlimited number of assembly combina- 
tions for varied applications. Offers a selec- 





er 


(se Ss C 
FOR PORTABLE ELECTRICAL EQUIPMENT 


Pyle-National plugs and receptacles are built to withstand the most 


able service in a wide variety of industrial applications. The many sub- 


stantial construction features of this extensive line of plugs and re- tion of 1, 2, 3, 4, 6 and 8 pole contact units 
which are interchangeable and reversible in 
ceptacles and the high quality of materials and workmanship insure any single set of housings. Many types of 


single housings available of pressed steel 
with automatic lock and of cast metal 
threaded for watertight gasket seal. Multi- 
Circuit housings—2, 3 and 4 gang—available 
for combinations up to 32 poles. Ratings 15 
and 20 amperes, 250 volts DC, 460 volts AC 
—circuit’ breaking. Pressed steel fusible 
and fuseless plugs measure 1%" outside 
diameter. 


Midget Triploc Series Same con- 


struction features as Triploe except for 
much smaller outside diameter of plug 
shell—only 114”. Interchangeable and re- 
versible contact units—2, 3 and 4 pole —are 
of the flat blade type. Rated 10 amperes, 
250 volts; 15 amperes, 125 volts. 


a _ 
Fusible Plug 
Beppe 


safe operation, uninterrupted service and long life. 














mee, 
oS 


Fuseless Plug 


QuelArc . Circuit Breaking Series Unique partitioned in- 


sulation provides long insulated paths through air and across surfaces 


for exceptional protection in these current rupturing devices. Galvan- oa — Series Available 


with cast metal housings in many types for 


2-Gang Receptacle 


ized cast metal housings, bakelite insulation and individually renewable circuit breaking and disconnect service. 30 
‘ ‘ - amperes, 125 volts DC, 250 volt AC—1, 2, 3, 

aaa . on an nan >, gs 20, 200 : 1 i 
contacts insure long service life. Ratings 20, 30, 60, 100 and 200 amperes, é Sand 6 ie, @ ate, OP tnd OS 
250 volts DC, 600 volts AC —2, 3, and 4 pole—grounded through shell or volts—3, 4 and 5 pole. 100 ampere, 250 and 
600 volts—2, 3 and 4 pole. Also many special 
extra pole. Threaded cap, plain and hinged spring door housing styles types, fusible and fuseless, for varied ap- 


, plications. 
are available. 





THE PYLE-NATIONAL COMPANY 


1352 NORTH KOSTNER AVENUE, CHICAGO 51, ILLINOIS 
Offices: New York ¢ Baltimore « Pittsburgh « St. Louis « St. Paul « San Francisco « Cleveland 
Export Department: International Railway Supply Co., New York ¢ Canadian Agent: The Holden Co., Ltd., Montreal 


CONDUIT FITTINGS + FLOODLIGHTS + TURBO-GENERATORS «+ LOCOMOTIVE HEADLIGHTS + MULTI-VENT AIR DISTRIBUTION 
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@ The problem of destructive “heat”, bane 
of safety switch life, has been solved in 
Cutler-Hammer’s new line of safety switches 
Now the switch mechanism is designed to 
withstand safely any degree of heat that can 
be expected from correctly selected fuses. 


And this line has also been designed for 
greater ease of installation, convenience of 
operation, dependability and attractiveness. 
Cutler-Hammer wholesalers and alert con- 
tractors, from coast to coast, feature and 
recommend these quality safety switches. 
CUTLER-HAMMER, Inc., 1327 St. Paul 
Ave., Milwaukee 1, Wisconsin. 


CUTLER-HAMMER 


OO aa 5 aes i 


| = SAFETY SWITCHES = 
\ en” 





~I 








SY elo’ 


SaQVEL ia 


New York 54, N.Y 


WESTERN BRANCH: Vernon 11, Calif. « CANADA: Canadian Line Materials, ltd., Torontol3 « FOREIGN. Philips Export Corp.,.N Y.17,N_Y 
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Type WMKS Interlocking Safety 
Switch and Plug Receptacle 





CONDULET 


for the control of’all kinds of 
portable electrical equipment 





in both indoor and outdoor locations 


Safety. Positive interlock prevents opening the 
case or withdrawing the plug unless the switch 
is “off''. Switch can't be turned ‘“‘on’ unless the 
case is closed and the plug fully inserted. 


Switches. Motor circuit switch. Quick make and 
break. Double break, reinforced, positive pres- 
sure-type blade and jaw construction. Positive 
pressure fuse clips. Combination solder or solder- 
less wire lugs. 2 or 3-pole fusible. 


Plug Receptacles. Style 1 is grounded through 
the shell of the plug and the receptacle housing. 
It will take the plugs used with the former Type 
MKS of the same rating. Style 2 is grounded 
through an extra pole andtheshell. An eyebolt 
and wingnut prevents accidental withdrawal of 
the plug when the switch is open. 


Sd 


we 








Type WMKS 
Interlocking 
Safety Switch 
and Receptacle 
Condulet with 
Type DP 
Interlocking 
Plug 


_“ It's heavy duty! 
4 It’s raintight ! 


Cast metal case. Strong and durable. Four 
sturdy mounting feet. Many possible threaded 
hub arrangements for both vertical and hori- 
zontal conduit. Cover may be padlocked to pre- 
vent unauthorized entry. Operating handle may 
be padlocked ‘‘on” or “off’’, 


Threaded operating shaft. Bearings perma- 
nently lubricated to resist corrosion and prevent 
the entrance of dust and moisture. 


Horse-power ratings. 2 through 50 H. P. 
30, 60, 100 or 200-ampere. 230 or 575-volt A. C. 


Listed in Condulet Catalog 2500, Section 50. 


CROUSE-HINDS COMPANY 
Syracuse 1, N.Y. 


Oltices: 


Birmingham - Boston — Buffalo — Chicago — Cincinnati — Cleveland — Dallas — Denver — Detroit — Houston — Indianapolis 


Kansas City - Los Angeles — Milwaukee — Minneapolis —- New York — Philadelphia — Pittsburgh — Portland, Ore. —San Francisco 


Seattle — St. Louis — Washington 


Resident Representatives: Albany — Atlanta — Charlotte - New Orleans — Richmond, Va 


CROUSE-HINDS COMPANY OF CANADA, LTD., Main Office and Plant: TORONTO. ONT 
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.CONDULET is a coined 
"word registered in the U.S 
Patent Office. It designates 
@ product made only by the 
Crouse-Hinds Company 


A 
Nationwide 
Distribution 

Through Electrical 
Wholesalers 


CONDULETS 
FLOODLIGHTS 
TRAFFIC SIGNALS 
AIRPORT LIGHTING 





0.2. PLASTERGUARDS 
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It’s costing you extra money when an elec- 
trician has to retap cover plate screw holes 
and scrape plaster out of outlet boxes 
before pulling wires. To avoid this need- 
less expense use snap-on Plasterguards 
for all boxes. One contractor reports 
Plasterguards saved 15 to 30 minutes, or 
60¢ to over a dollar for each box installed. 


eld 
Lt 


to try and keep plaster out. 
Note exposed cover plate 
screw holes and open box 
into which plaster will enter 
and harden. Now, instead of 
newspaper, electrical con- 
tractors are saving cleaning 
time by snapping in O.Z. 
Plasterguards. 


















The O.Z. Plasterguard, now available for 
large scale distribution, keeps plaster out— 
keeps boxes clean when walls are being 
finished. Whether covered by a light or 
heavy coat of plaster, lime reaction with 
the steel causes a brown outline to appear 
on the plaster surface, immediately locat- 
ing the concealed box. No time is lost 
searching for hidden boxes. 








Easily installed in less than a second, the 
Plasterguard is held snugly against the 
cover plate by four spring ears. To remove, 
simply press Plasterguard into box and 


With the Plasterguard in 
place there is no chance of 
plaster caking up inside the 





take out, leaving the plaster edges neat and os ar See ee oe 
To remove, push into box 
uncracked. and take out. Result — un- 


° 2 , cracked plaster edges and 
Write O.Z. today for more information on clean screw holes. Plaster- 


: cavi , ae : guards may be straightened 
this money saving appliance, a list of prices pe pelo § 
and volume discounts. 








ELECTRICAL (¢\< 
MANUFACTURING 


THEY'RE O.K. IF THEY'RE O. Z. 





7 4 COMPANY CONDUIT FITTINGS © CABLE TERMINATORS 


CAST IRON BOXES © SOLDERLESS CONNECTORS 


GROUNDING DEVICES © POWER CONNECTORS 


262 BOND STREET BROOKLYN 2,N. Y. 





® 4247 
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CATALOG No. 51 -— — 












Desighed and engineered in the fraditional Curtis manne}y... for four, T-12, 
40-wa fluorescent lamps, ceilimg or pendant mounting, individual installa- 
tion or\confinuous lines. An all metal unit with white ‘ racite”’ reflecting 
surfaces\ ..30° crosswise and legagthwise shielding by anlal ractive one piece 
louver inderporating a distinctiv4 dart pattern design. An outstanding lumi- 


naire for A B C lighting of mode o 





ppropriate Brightness Con- 
trol, the big feature in mod- 
ern lighting. THE KEY?... 
the luminaire... THE CHAR- 
ACTERISTICS? ... efficiency 
with low brightness. PLUS 
the relationship of the chro- 
matic values of roomcontents. 
Write Curtis for further de- 
tails . . . for easier sales, 











. . . CONTROL 


URTIS LIGHTING, INC. 


6135 WEST 65th STREET, CHICAGO 38, ILLINOIS 
CHICAGO... TORONTO..NEW YORK Eee 
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.«e Where Better Performing 


Transformers are built 


Within this plant, all the components which make up a completed 
transformer, are fabricated, assembled and tested. 


High speed presses stamp laminations at the rate of half a 
million a day. A huge annealing furnace relieves molecular stress 
of the laminations and provides for better electrical character- 
istics. A battery of specially designed coil winding machines pro- 
duce properly insulated coils with skill and uniformity. Hand 
finishing and individual inspections assure mechanical perfection 
and strength. 


Production lines thruout the plant are automatically supplied 
with parts which permit a rapid and efficient flow of basic 
materials thru to finished product. 


The Acme Electric organization includes a group of experienced 
engineers who have assisted materially in developing transformers 
which today provide for the practical and better performance of 
luminous tube signs, fluorescent lights, radio, television and 
communication and many other important applications. 


We invite you to visit our plant and see how we can serve you 
better. 


ONE SOURCE OF SUPPLY 


Acme Electric manufactures Luminous Tube 
Transformers —Fluorescent Lamp Ballasts — 
Cold Cathode Lighting Transformers and Bal- 
lasts— Mercury Vapor Lighting Transformers 
—Radio and Television Transformers —Elec- 
tronic Transformers—Door Bell, Chime and 
Signalling Transformers —Safety Transform- 
ers — Voltage Regulating Transformers — Step 
Down Transformers—Control Transformers 
— Warp-stop Transformers — Capacitor Trans- 
formers for Power Factor Correction—Air 


Cooled Power Transformers — Rectifiers. 


IN CANADA: ACME ELECTRIC 
(CANADA) LTD. 
824 Notre Dame St., West Montreal, Que. 


zat MES 10 ACME ELECTRIC CORPORATION 


677 Water St. 


V @© @itw F Ce Mw € as 


Cuba, N. Y. 
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Spang Ads 


ARE LIKE 


GOOD 
FRIENDS 













SPANG-CHALFANT 





MTRAL WATT tecweeerrenent * nes 


——S so 
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This is one of a series of ads 
appearing regularly in ELEC- 
selene Hemera an Like good friends on Spang ads drop around each 
MAINTENANCE, ELECTRICAL 
WEST ... and ELECTRICAL 
WORLD. Copies are avail- 
able on request. 


month via leading trade journals to remind your 
present and future customers of Central Rigid Steel 
Conduit and you. Their aim is beyond today's un- 
precedented demand... their objective is to build 


good will and business for the future. 


Spang is also taking steps to insure greater produc- 
tion of Central Conduit. In this way Spang hopes 
to help you supply your customers more quickly 


and adequately. 


SPANG-CHALFANT 


Division of The National Supply Company 
GENERAL SALES OFFICE: Grant Bidg., Pittsburgh, Pa. 


District Offices and Sales Representatives in Principal Cities 
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RESISTS ... ozone, wear, sunlight, 
water, chemicals and most other nor- 
mally destructive factors. 


GIVES YOU... 14 colors including 
NEMA standards. 


PROVIDES... more conductors for a 


given space. 
HAS... excellent electrical properties. 


IS... easy to draw, easy to strip. And 
is light in weight. 





Wire and cable insulation made from Geon 


polyvinyl resins is suitable for industrial, 
manufacturing and utilities wiring. Where 
the best wire and cable insulation is re- 
required, specify Geon by name. For infor- 
mation regarding special applications, 
write B. F. Goodrich Chemical Company, 
Department K-7, Rose Building, Cleveland 
15, Ohio. In Canada, Kitchener, Ont. 


» 


B. F. Goodrich Chemical Company ... ........... 


GEON polyvinyl materials * HYCAR American rubber « KRISTON thermosetting resins * GOOD-RITE chemicals 
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17 SELLS OW SIGHT... 


The New Sangamo 


“lope S Time Switch 
LOW PRICE ¢ HIGH QUALITY 


You wouldn’t expect to find a time switch of such 
precise workmanship selling at such an unusually 
low price! Neither do your customers... until you 
show them. 


Sangamo Type S Time Switches open a new field of 
time switch applications. High quality at low cost 
permits the economical convenience of automatic 
control in many installations where cost was formerly 
a prohibitive factor. 


This switch is just what your trade has been wanting! 
Low in price, small in size, this precision-built, accu- 
rate time switch means quick sales—and ready profits 
for you. 





The new Sangamo TypeS Time Switch is available for 


Dimensions: immediate delivery. Place your order for stock now. 
3’ wide, 5%’ high, 3” deep. 


Features like these are typical of Sangamo Quality Construction 







































i 1O O39: és e.. 
Outside Manual Cover Readily Dead Front Precision Machined Dependable Simple Switchbox 
Operation Removed Safety Design Gears Low-Speed Motor Mounting 
@ e 
somone ers PRICE oes Write for Bulletin 
$12.45 red an 
Get acquainted with the full story— 
Available in Brown or Ivory cases. Type S has specifications —installations—applica- 
one “on” and one “off” operation; Type SR has tions and prices. Write for Bulletin 
two ‘on’ and two “off” operations. Ivory case 1050C. It gives complete details. 
and Type SR are priced slightly higher. 
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A New Aristocrat of Luminaires! 


a 





the magic of plastic 
fends beauty and utility 
to Electro’s new 
open type fixture... 





New End Crowns of rich, ““Walnut-Grain” or and simplicity. All bulbs may be replaced without 
gleaming “Tile-White” plastic trimmed in removing end-caps. 
CHROME Electro Royal is available in both “Walnut Grain” 
Note how snugly the end crowns fit on the new or “Tile White” plastic end-crowns and in either 
Electro Royal, as indicated by the blue hand in the flush or pendant mountings. 
illustration. All unsightly sockets and ends of bulbs If you stock No. 1040 Basic Unit, you need only 
are completely encased so that only slim lines of order a No. 7 Kit to complete the No. 1047. 
smooth light are visible from every viewing angle. Call or write today for details on this new addition 
Masterfully designed and engineered for beauty to Electro’s famous Basic Unit Series. 


BE “BASIC” IN 748 


Sold by leading electrical wholesalers everywhere 


im” ELECTRO’S LIGHTING ENGINEERS ARE ALWAYS AT YOUR SERVICE 


ELECTRO MANUFACTURING CORPORATION 


=4Xh= 2000 W. Fulton St. * Chicago 12 
Voy 
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You'll celebrate EVERY 


day in the year with 


74] the Cosdutl Line... 






aie 


The jobber, the counterman, the truckman, the 
electrician .. . everyone celebrates when you 
sell the popular Conduit Pipe Products line. 
They're easier to stock, easier to sell... assure 

silt your customer trouble-free starting and satisfac- 
. tory performance. Be sure you keep everyone 
happy by keeping an adequate stock. 


Representatives in Pr 11 Cities 


CONDUIT PIPE PRODUC TS 00. 


COLUMBUS, OHIO 





PIPE COUPLINGS « PIPE NIPPLES + ELBOWS, 90° AND 45° 


RUNNING THREAD - GOOSENECKS + WALLPLATES + EMT FITTINGS 
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Indoors... Outdoors... Today and 30 Years Ago... 


ALUMINUM HAS PAID OFF ON 





MANY 


INSULATED WIRE AND CABLE INSTALLATIONS 


















INSTALLED IN 1916 and still operating satisfactorily today. 450 Volt 
D.C. line carrying 1390 amperes per cable in a Rotary Converter 
Station. The four 1,590,000 CM aluminum cables insulated with 
varnished cambric involved 1700 connections to the apparatus. 





Hazard insulated aluminum conductors are being used to advantage 
for many building wire installations as well as underground, aerial 
and service entrance cable requirements. Cost savings up to 40%... 
weight savings up to 60% ... easier handling and pulling — results 
like these make it worth your while to investigate the use of aluminum 
conductors when figuring a job. 

Hazard Performite Type RH Aluminum Building Wire is carried 
in factory stock and by many wholesalers — for immediate shipment 
in sizes 6GAwg to 500,000 CM. Other sizes and cable designs can be 
fabricated in as little as 4 to 6 weeks. Hazard Insulated Wire Works, 
Division of The Okonite Company, Wilkes-Barre, Pa. 









(Top) UGHTING INSTALLATION. Performite 
double braided cable with aluminum con- 
ductors used for permanent outdoor lighting 
wiring at a new sports arena in Pennsylvania. 
(Center ) POWER FEEDER CABLES with aluminum 
conductors, Performite insulation, Hazaprene 
jacket, 5KV, used in a state centennial exhibi- 
tion. (Bottom) HIGH VOLTAGE POWER SUPPLY. 
1SKV cables with 800,000 CM aluminum 
conductors terminated outdoors with welded 
aluminum lugs bolted to aluminum bus in 
large southern industrial plant. 


Write for Bulletin H-407-AL which contains tables, calculating data and details of simple splicing and terminating methods. 


AZAROG - 


insulated wires and cables for every egectric 


2 al tl AI a tN tt 
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Two Smart, New 
Fluorescents 


mal 


FOR BATHROOM OR KITCHEN 








~ ee 










VF-2320 Three 20-watt fivores- 
cent lamps. Lower power factor. 


VF-2420 Four 20-watt flvores- 
cent lamps. Low power factor. 


VF-2220 Two 20-wott fluores- 
cent lamps. Low power factor. 


VIRDEN VALUE 






cee 


cribs" John C. Virden Company - Cleveland, Ohio 


iin un Home Lighting Tustitute 
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/RELIABLE REMOTE CONTROL AT LOW COST...WITH 


REMOTROL 


SAVES WIRE AND WIRING COSTS — ELIMINATES THE NEED FOR 
COSTLY 3-WAY AND 4-WAY SWITCHES — ALLOWS THE USE 
OF ANY DESIRED NUMBER OF MOMENTARY CONTACT 

SWITCHES. 








$ INCLUDING TWO 
5 0 DESPARD 
| fp MOMENTARY 
EACH CONTACT SWITCHES 


TERMS: 2% CASH 10 DAYS, NET 30 DAYS; 
F.O.B. NORTHBROOK, ILLINOIS. 
FREIGHT ALLOWED ON 100 LB. SHIPMENTS. 














RUGGEDLY BUILT FOR LONG YEARS 
OF TROUBLE-FREE SERVICE 


Remotrol is a thoroughly reliable remote control switch 
designed for indoor or outdoor oneration of lighting 
circuits, small motor circuits, etc., where economy and 
convenience of operation are demanded. Built to the 
highest engineering standards, the unit is mounted on 
a bakelite panel and is equipped with large terminals 
having %2 binder head screws, and housed in a 
heavy cast aluminum weather-proof case. The case is 
designed with two heavy, slotted external lugs for 
easy mounting, and a drain hole, screened for pro- 
tection, is provided for drainage of excessive conden- 
sation. Four 2” tapped holes, two open and two 
plugged are furnished for flexibility of installation. 
In actual tests Remotrol has operated successfully at 
temperatures as low as 60 F. below zero. To safe- 
guard against overload the unit carries a replaceable 
15 amp. Fustat protected by a spring-hinged cover. 











REMOTE CONTROL SWITCH 
FOR YARDLIGHTS, MACHINES, 
PUMPS, MOTORS, ETC. 














AUSTIN | AMPS VOLTS CYCLES AND DIMENSIONS 
CAT. No. CURRENT HEIGHT | WIDTH DEPTH 
RCS-1 15 115 60c., AC 81/2” 6” 4” 


APPROX. 
WT. LBS. EA. 


4 









HOW REMOTROL OPERATES: 

















The Remotrol unit consists of a solenoid plunger-type 
ratchet switch which is energized by operating a mo- 
mentary contact switch. This action indexes the switch 
mechanism to complete the circuit. Circuit remains on, 
even though solenoid is not energized, until one of the 
momentary contact switches is again operated. Having 
become energized once more, solenoid moves the 
ratchet and breaks the circuit. The powerful solenoid, 
phosphor-bronze blades and silver-faced contacts give 


the Remotrol circuit a quick, positive make-break action. 


“The HU. &. Austin Company 


NORTHBROOK, ILLINOIS 





20 





















CIRCUIT 


The circuit carries 15 amps. of 
current at 115 volts, 60 cycles, 
AC and is designed to accom- 
modate any number of momen- 
tary contact switches connected 
in parallel, using only two wires. 
In some applications (operation 
of farm yard lights, well pumps, 
etc.) one side is connected to 
switch and the other side to 
ground. 


WIRING INSTRUCTIONS 
FURNISHED WITH 
EACH UNIT 





WE SELL EXCLUSIVELY 
THROUGH WHOLESALERS 
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Money isn’t everything at The 
City National Bank Building of 
Houston, Texas — not to the tenants, 
anyway. They like to point out the 
fluorescent lighting throughout the 
building, the individual air condi- 
tioning equipment, the many other 
electrical services provided in Hous- 
ton’s first postwar skyscraper. 

These services add up, however, 
to a staggering electrical load. To 
keep voltage drop within the speci- 
fied 1 per cent limitation and elec- 
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trical distribution equipment within 
the space available, some system of 
distribution other than conduit and 
cables was needed for feeders. 
Trumbull FLEX-A-POWER 
(Type LVD — Low Voltage Drop) 
was selected for the job. Then and 
there the City National became a 
“savings” bank. LVD costs less to 
install (it’s shipped completely pre- 
fabricated)...it saves valuable space 
. resists short circuit stresses... 
stands up under heavy overloads. 


WHEN FLEX-A-POWER 


GOES UP— 


COSTS COME DOWN 


is 
= 
255 
= 
Fa 4 
Ss 


When Trumbull FLEX-A- 
POWER is installed in a commercial 
building (as vertical risers), or in an 
industrial plant (horizontally), elec- 
trical distribution costs come down. 
It’s like putting money in the bank! 
THE TRUMBULL ELECTRIC 
MANUFACTURING CO., 
Plainville, Conn. Other factories 
and offices throughout the United 
States. Foreign representation. 

To find out about economical type 
LVD, send for new bulletin. 


Advertisements like this, presenting the sale-ient features of FLEX-A-POWER, keep customers informed about 
the Trumbull line in 22 Trade and Business publications 

















A PERMAFLECTOR PORTRAIT 


The Kleinhans Co, 
Buffalo, N. Y. 





“MUM 


COMPANION FLUORESCENT 
AND INCANDESCENT UNITS 


Detail of Adjustable Incandescent Downlight used 
in-line with the 40-Series Universal Troffers. The 
new Pittsburgh Permaflector Catalog 48-F lists 
the complete line of fluorescent troffers, lumin 
aries and companion incandescent units 


“OD; a 
eras P 











Flexible Pittsburgh Permaflector Lighting Equipment gives you full 
freedom of design in your building and modernization programs. With 
this scientifically engineered, distinctively styled equipment you 
create exactly the illuminating results you require. 


The complete line of Pittsburgh Permaflector Fluorescent and In- 
candescent Lighting Equipment meets every interior or exterior 


installation requirement. 


For full particulars on this standard equipment which gives custom 
lighting results, and detailed illustrations of many application possi- 


bilities—send for Catalog 48-F. 








Pirtspurch RerLector ComPANY 


OLIVER BUILDING - PITTSBURGH 22, PENNSYLVANIA 


MANUFACTURERS OF FLUORESCENT AND INCANDESCENT LIGHTING EQUIPMENT 
DISTRIBUTED BY BETTER ELECTRICAL WHOLESALERS EVERYWHERE 


Permaflector Lighting Engineer: in All Principal Cities 





™~™ 
IN DUTCH BRAND 


You Have a Famous Family 


of Insulating Tapes 
DUTCH BRAND FRICTION TAPE 


The recognized leader in the Friction Tape field. By actual 
count, preferred by over 80% of electrical contractors. 
Sticks tight, will not ravel, tears straight, insulates 
perfectly. Costs no more than ordinary friction tapes. 
Comes in four handy sizes designated as No.1, 2,4 and8. 


DUTCH BRAND “JUMBO” SHOP PACKAGE 


A high quality friction tape available in special tamper- 
proof “JUMBO” package containing 10 full 68 foot rolls 
of genuine DUTCH BRAND FRICTION TAPE. This size 
package is ideal for electrical contractors, municipal 
power and light companies and large industrial users. 


DUTCH BRAND RUBBER TAPE 


This rubber tape has all of the qualities necessary for a 
better tape. High dielectric strength, long life, freedom 
from corrosive chemicals, immediate fusing, and sur- 
plus stretchability (for ease of application — it winds 
perfectly). DUTCH BRAND RUBBER TAPE is carefully 
manufactured of only the finest materials, it amply 
exceeds government and ASTM specifications. 


DUTCH BRAND “HIPPO” SHOP PACKAGE 


Aspecial shop package designed to extend the benefits 
of the “JUMBO” package to volume buyers of rubber 
tape. The “HIPPO” shop package contains 
ten No. 8 rolls of high quality DUTCH BRAND 
pt — Sa ae ne RUBBER TAPE identical, except for package, 
special uses—such as Electro Coil Tape to the tape furnished in individual packages 


ond Glass-Fiber Tape. as mentioned above. 


_ _VANCLEEF BROS. 
- | creme 
> | g ternationally Known 
‘ ys) Manufacturers ote poco Chemical Products 
4 Z DUTCH BRAN 9, IMlinois 
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(A 63-second quiz about typical products 
in our big family of wiring materials.) 
1 


I never make a bit of noise, yet 
my smooth, eflicient operation results in 


What's my Name 7 


long service life that is something to shout 
about. Electrical contractors like to put me 
in bedrooms, theaters, offices, and many 
other places where silence and top 
performance are especially 





desirable. What’s my name? 


——— «ame eee eee — —_— ——— EE TTT 


Cost-conscious electrical 


contractors have found that it 


is often advisable to use me in place 
of lead-covered cable for installations in race é ¢ 
ways in wet locations. They find that I am 
easy to install and can use smaller conduit. al 


I really have two names te 


What are they? 


Sometimes I wear asbestos, 

sometimes glass, and sometimes silicone 

With either glass or asbestos. My core can be 
round, square, or rectangular. Users can bend 
me easily, but I will not crack or rupture 

A great many electric products work 

better and last longer than ever 

because they have me 


Guess who‘ 


fam coated inside and out 

It’s diflicult to hurt me with even 

the toughest treatment. My color is 

White when I fight atmospheric corrosion, black 
when I fight chemical action. Many types ot 
boxes and fittings have been designed 

to go with me perfectly. My name 

is so well known that it should 





be easy to guess 


I have thousands of parts, of many 
sizes, types, and capacities. I am readily 
available in any quantity. My parent has the 


best-known name in electricity. 
Know what it is? 


GENERAL@® 














ANSWERS 







1 

It's General Electric's silent yo 
mercury switch, the specifica ©# S 
tion-grade switch that helps to 5 

improve the quality of any wiring job. We'd like to 
remind you, too, that it is now T-rated 10 amperes 
at 125 volts to meet today’s heavy loads. 


2 


My name is either G-E RW — for rubber-insulated 
moisture-resistant wire—or G-E TW, for thermoplastic- 
insulated wire of the same type. We suggest you 
recommend RW or TW for economy in raceway in- 
stallations in any of the following: (1) underground; 
2) in permanently moist locations; (3) in concrete 
slabs or masonry in direct contact with the earth. 








= ~~ 

The name is one thing upon which good electrical 
performance depends—Deltabeston* magnet wire. It’s 
interchangeable with double-cotton-insulated magnet 
wire, and smart electrical contractors everywhere 
know that using it is one of the best ways to insure 
reliable motor service under all conditions. 











If you've ever stocked conduit you've probably 
guessed that these names are G-E White and G-E 
Black rigid conduit. They are bywords for quality 
wherever conduit is used. The rest of the G-E line of 
raceways includes boxes, hangers, fittings, ‘‘flex’’ 
and EMT—all made to work to the best advantage 
with one another. 


5 


The answer should be easy—General Electric’s full 
line of wiring materials. Whatever you need—wire, 
cable, raceways, wiring devices, fluorescent acces- 
sories, of every variety—your best single source of 
supply for dependable quality is always General 
Electric. We'll be glad to give you full information 
on any products in this full line. Just write to Section 
K11-726, General Electric Company, Bridgeport 2, 
Connecticut. 


ELECTRI 


* TRADE -MARK REG. U.S. PAT. OFF 
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ELECTRICA ‘Con STRUCTION 


and /MAINTENANCE 
ELECTRIC EQUIPMENT 
ELECTRICAL ams 
FACTORY 
INDUSTRIAL EQUIPMENT NEWS 


TRICAL NEWS 
“DIGEST 


STRAIGHT-FROM-THE-SHOULDER sales 
messages on new units and distinetive 
features of Wheeler “Skilled Lighting” 
are actively cultivating business for you 
right in your own territory. These mes- 
sages appear regularly in the leading 


national publications listed above. 





The current, 2-color, full-page, adver- 
tisement at the left introduces another 
new, attractive Wheeler fixture... the 
Commercial Turret Line Unit. Its 
unique features, dramatically high- 
lighted, reflect inherent characteristics 
of Wheeler construction... the product 
of 67 years of “Skilled Lighting” ex peri- 
ence. Concise wording shows how these 
characteristics assure important advan- 


tages... easy to see and understand. 


Here’s advertising that steps-up your 


opportunities for new business “on 
sight”. Use it as a selling guide to sim- 
plify and spark your selling efforts. 
Wheeler Reflector Company, 275 
Congress St., Boston 10, Mass. Repre- 
sentatives in principal cities. 
Distributed Exclusively 
by Electrical Wholesalers 


MADE BY SPECIALISTS IN LIGHTIN 
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DAY 


A\NE EX TURES 


now with TURRET~ Sockets 


Easy and 
Foolproof 
to Relamp 


Now the Day-Line... already the pace-setter among industrial 
fixtures for simple installation, economical maintenance, and heavy 
duty service ... simplifies the relamping problem. All 40-watt lamp 
fixtures are equipped with the new TURRET Sockets that make 
relamping as safe and easy as plugging into a wall outlet. 


Lamps slip in instantly from either end and stay in. 
Vibration cannot shake them loose. 


Spring-action keeps lamps well centered... assures 
positive floating contact. 


RESULT: 


The DAY -LINE 


Less lamp mortality...lower maintenance costs...more 
customer satisfaction. Another good reason why it 

pays to install the DAY-LINE for all your industrial 
applications! 

Heavy-duty industrial fluorescent fixtures are designed for two and three 40-watt 
and two 85-watt lamps. Sturdy, porcelain enameled reflectors...truss-type channel 
construction...unit or continuous installations. The 40-watt fixtures are equipped 


with the new TURRET Sockets and open or closed end reflectors. 
U. S. Patent Nos. 2317434, D- 135375 and D- 133458. 


May we send you bulletin 3-A-2 with complete details? 


*T. M. Reg. U. S. Pat. Off. 


IT’S EASY TO SEE WHEN IT’S 


VAN G3 i ine = 


Day - Brite Lighting, Inc. 5405 Bulwer Avenue, St. Louis 7, Mo. 
Nationally distributed through leading electrical supply houses. 


In Canada: 
address all inquiries to Amalgamated Electric Corp., Ltd., 
Toronto 6, Ontario. 
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Ee HINGED 


STRAP CONNECTORS 


_ EZ Hinged Strap 


Long Throat. 
Easily Inspected 
FITS SIZES SHOWN Sturdy One-Piece Body 
14-2, 14-3, 12-2, 12-3 10-2 Electro-galvanized 


| LOOMWIRE 


Made to the Wireman’s 
Specifications 


14-4, 12-3, 12-4, 10-3 
LOOMWIRE 


9051 EZ 





- WNY-Gakel\ W.-W an - 








National Electric Products Corporation __ | 
Pittsburgh 30, Pa. 
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The Answer to Your 
Lead Sheath Problem 


Developed primarily for under- 
ground service, RoMarine - Ro- 
Prene is equally suitable for open 
air or duct installation. One of a 
few such cables approved by the 
Underwriters’ Laboratories as 
Type USE - Style RR, it should be 
your choice where specifications 
call for residential or industrial 
service entrances, power distribu- 
tion and control circuits, indoors 
or out. 

Ro-Marine . . . a low water ab- 
sorption insulation, assures high 
electrical stability in the presence 
of moisture, as well as unusually 
long life. 



















RoPrene (Neoprene) . . . as a sheath, provides 
exceptional resistance to oils, acids, alkalies, 
weather effects, industrial contamination, as 
well as the hazards of flame or moisture. 

There are definite savings for you in this 
versatile, multi-purpose cable. It is designed 
for long life ...is easy to handle... is easy to 
terminate. Here is a single cable for circuits 
below or above ground, indoors or out... 
without the necessity of splices. Finally, it is 
Underwriters’ approved for 600 volts at oper- 
ating temperatures up to 60° C. 

Write for Specification RR-1 today. It gives 
you construction details, test data, and availa- 
ble range of sizes. 
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Tutroducing THE REVOLUTIONARY NEW 


SLIMLINE 


Commercial Lighting 


OPEN AND LOUVERED STYLES a 


- 




























EXCLUSIVE! Featuring Exclusive Sectional Construction 
Sectional Construction for Easy, Safe Handling and Quick Installation 





The only 8-foot fixture e e hy ur e 
~ eatery oe ... With beautiful ‘New Look” styling 
i cena The new MITCHELL Slimline Fluorescent Luminaire is easier to handle 
~ - and install than any other 8-foot fixture available. Here's why: This 
. unit features an exclusive construction in fwo four-foot sections, all 
? ready to slide together to make a single sturdy 8-foot Slimline unit. It is 
7 shipped in a four-foot carton (much less liable to damage ). Each section 
Sectional Construction as- we, mounts separately on its Own mounting plate to join perfectly as a 
1s Coe me eae ? single, smooth 8-foot unit. Installation is an easy one-man job—no 
easier installation—not pos- ; ; ; 
shle wit tuaile, havb4e- hazards, no struggling with unwieldy ordinary 8-foot units. 
op euutenty Steet walls Another MITCHELL exclusive is the hinge louver. This beautifully- 
a contoured louver frame (Model No. 340) hooks quickly onto the basic 
open-type fixture—swings down on patented “‘trunk-lock” hinge mech- 
ve anism for easy relamping and cleaning. Other practical MITCHELL 
» ‘2 Slimline advantages include instant-start, no-flicker operation, longer 


———— lamp life, reduced maintenance, and handsome “‘new look”’ styling. 

wa The basic open-type unit is available in two models: No. 3020 with 

\ : =, : Rey 200 milliamp ballasts; No. 3020-B with 300 milliamp ballasts. Chan- 
nels are all-steel, finished in white baked enamel; beautiful end-pieces 


Ee : re —— 
f | ns * * \ are die-cast, in Satin Aluminum finish. Units may be installed singly 


-—— — 2, or in continuous rows, either flush or pendant mounted. 


° ee ” : » » > ‘ , . , é 

| - Exclusive Trunk Lock For ——— _ gag rrnenee age _ ever and a rb — 

° ing efficiency, the new | SHELL Slimline Luminaire is without equa 
Hinge Louver B | 


in the field of modern commercial lighting application. 





WRITE TODAY for MITCHELL Bulletin No. 322 which 
gives full illustrative and descriptive details on Amer- 
ica's finest Slimline Luminaire. 


Send for Your MITCHELL 
POCKET CATALOG NO. 325! 


Shows the Preferred Complete 
Lighting Line in one handy 






Mitchell Manufacturing Company 
pocket book. It’s the most 2525 CLYBOURN AVENUE, CHICAGO 14, ILLINOIS 
effective Selling Guide ever In Canada: Mitchell Manufacturing Company, Ltd., Toronto, Canada 
prepared for the lighting trade! Far West: Complete Modern Plant and Sales Office at Los Angeles 
Write for it today. ee FIRST CHOICE Serves the Entire Pacific Coast Area 

IN LIGHTING 1019 NORTH MADISON AVENUE, LOS ANGELES 27, CALIFORNIA 

















CRESCENT 





Mm Lowest Cost Unde 


CRESCENT IMPERVEX TRENCHWIRE provides the LOWEST 
"9ERMANENT underground installation for services from power line to mé 
for connecting several buildings from the same service, as on FARMS, ESTATE 
and INSTITUTIONS and for STREET, AIRPORT, BALL PARK, DRIVE-IN 
THEATRES and other outdoor lighting and power circuits. 






























@ CONSTRUCTION ~— The single copper conductor is insulated with IMPERVEX 
special moisture and heat-resisting rubber insulation. A tough NEOPRENE armor 
sheath is vulcanized over the insulation, protecting it from injury during and after 
installation. The cable is flame-retarding and practically UNAFFECTED by water, 
oil, acid, alkali, sunlight and exposure to the earth or weather; — nothing to rot, 
rust or corrode, 





@ EASY INSTALLATION ~— Two or more IM- 
PERVEX TRENCHWIRES are laid together in 
a narrow trench to form the cable with no ad- 
ditional protection normally required. 

@ APPROVED-—Carries Underwriters’ Labora- 
tories’ Labels as TYPE USE — Underground 
Service Entrance Cable, and conforms to the 
National Electrical Code. 

@ PROVEN Tens of millions of feet of 
CRESCENT IMPERVEX TRENCHWIRK have 
been installed over the last seven years under 
all types of installation conditions, with not 
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— 
- one case of failure reported—a unique record 
A of dependability! 
b= ++ CRESCENT i ial shinies , 
nd @ AVAILABLE FROM STOCK Electrical 
Mm W holesalers have CRESCENT IMPERV EX 
>< IMPERVEX TRENCHWIRE in sizes No. 12 to No. 4 AWG 
TRENCHWIRE : in stock. Larger sizes available from warehouse 
= stocks or the factory. 
mH , Kei “an ans 
z @ BULLEIN No. 451 giving technical infor- 
cae) mation on selection of proper size of conductor, 
x | ete., will be furnished on request. 
=x » 
rn a 
Conduit i | We N 
| N 
| (CRESCENT IMPERVEX TRENCHWIRE ) eee. 
| Use CRESFLEX 
am Wheat hts “oo A mS mh ah mh = tne nt ntl ad AL mae. ae 
pees 2 Ci. 8 ; . ~~ Meter = P 
pees “ pe te hse. ee A-2s 
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: qe Entrance Switch — 
ee si y piikeaith:” see , Roar or Circuit Breaker 
/ ges . _~ E ‘ ae Ground te 
a ee me re ‘% a » ' Water Pipe 
7 4 , Ss ‘. or Ground 
c J ; ‘ Rods 
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CRESCENT 


WIRE & CABLE oy) 
CRESCENT INSULATED WIRE &CABLECOQ. =~ . 


TRENTON, N. J. 
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BLNO a new bracket on a 
nationally popular STEEL box 
especially suited for non-metallic 
sheathed cable. Speeds up resi- 
dential jobs —nails directly to 
studding. Not necessary to notch 
studs on rock lath jobs. Long 
nailing prones gauge and hold 
box in correct positiog until nails 
are driven. Knockoufg are “Pri- 
Out” equipped 
v 


A BOX FOR EVERY NEED 





RACO Switch and Outlet Boxes 


Profit by the line of least sales resistance! It’s no secret that de- 








. signers, architects and electrical contractors—the country over— 
prefer and demand the RACO line. There’s a box and cover, ac 
curately made and machined, tailored to fit the particular needs of 
every type of installation. Sturdy RACO boxes in their smooth, 


lasting black or galvanized finish, are built to do the job right 








* * 2 








A-S-E STEEL PRODUCTS FOR MANY USES 
STEEL OFFICE FURNITURE - WARDROBE, STORAGE, AND COMBINATION 
CABINETS - CLOTHING LOCKERS - INDUSTRIAL EQUIPMENT FOR FASTER 


MATERIALS HANDLING + FROZ-N-FOOD LOCKERS «+ ELECTRICAL OUTLET 


Raco products are listed by AND SWITCH BOXES. ‘ 


Jnderwriters Laboratories, Inc 





ee DD cee 


7} —— ALL-STEEL EQUIPMENT INC., 300 Kensington Avenue, Aurora, Illinois 
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engineered for 
DEPENDABILITY 





merchandised for 


VOLUME SALES 


YOU'RE INVITED TO WRITE FOR eZ om 
THE COMPLETE CATALOG OF Ceo I 





Laity ELECTRIC WIRES 


CORD SETS + TROUBLE-LITES 
FUSES * CHRISTMAS LIGHTING 


ROVAL ELECTRIC €CO., INC. © PAWTUCKET, R. Ut. 
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CLAR K FOOT-OPERATED 
MASTER SWITCHES 


Type FSVA-11, 22 or 33—1 or 2 
pole with Latch—Vertical Mounting. 





@ That's why they help speed production 
by releasing the operator’s hands for other 
duties such as handling work pieces, feeding 
machines, etc. CLARK Foot switches provide 
sturdy, long life mechanism—accurate and 
dependable, with minimum maintenance. 
Latches for maintained contact are avail- 
able. It will pay you to investigate the ad- 
vantages of the CLARK line of Foot-Operated 


Master Switches. Type FSLA-11, 22 or 231 or 2 pole 
with Latch — Horizontal Mounting. 












SILVER TO SILVER 
CONTACTS 





Type FSA-44——4 Pole Horizontal or Verti- 
cal Mounting. Enclosure: Wateftight only. 











\sorross 
MOUNTING FLANGE 
BROAD MOUNTING 
FOOT 
Type FWSA-22—2 pole 


es ee ore ham Sequence Operation. 


LEVER-ONLY |x" OFF FLOOR 
REDUCES OPERATOR FATIGUE 


HARDENED STEEL ROLLER ON 
PHOSPHOR BRONZE SHAFT j 


Open view—Type FSA-22, 2 Pole, Hori- 
zontal Mounting—Left Hand operation. 


















CLARK Foot Switches are another profit- 
building line for Elecirical Distributors. 


rue CLARK CONTROLLER co. 





¢ 
L 
é 
RYTHING UNDER CONTROL 1146 EAST 152nd STREET, CLEVELAND 10, OHIO 
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How to keep inventories in balance with demand. 


How can we achieve the Ideal Turnover Rate for our 
business? 


What records will enable us to analyze trends in 
demand? 


What are the costly limitations of a single-card in- 
ventory record? 


What forms and procedures will save us up to 50% 
in operating time? 


How can we effectively eliminate writing of purchase 
requisitions? 

How can we save money with THE CHART THAT 
THINKS? 


Answers to these — and many other vital questions on 
inventory control — are covered in this valuable free 
book. Every businessman can profit from reading “How 
To Get Profits From Inventories”. Write for your copy 
today. Use the coupon. 


copy FREE ON REQUEST 


Here's a timely Remington Rand publication 
that goes right to the heart of this urgent ques- 
tion of profitable inventory control. In a clearly 
written, profusely illustrated 24-page book, 
just off the press, we have compiled facts on the 
most advanced methods of simplifying this im- 
portant management problem — positive, 
profitable inventory control at lowest cost for 
clerical upkeep and executive use. 


Today, more than ever before, it is imperative 
to anticipate trends in demand — to order more 
of those items on which volume is increasing — 
to reduce buying where demand is slackening. 
Today, you need much more than a record of 
stock-on-hand and on order. You need a real 
control over inventory — a control sensitive to 
the fluctuating requirements of every item —a 
control that will force attention and action to 
cut down loss-producing overstocks and pre- 
vent profit-killing understocks. 





tHE FIRST NAME IN BUSINESS SYSTEMS 


MAIL COUPON TODAY 
REMINGTON RAND © New Yor ton ¥. 
Yes— send FREE copy of your new 24-page 
book, “How To Get Profits From Inventories.” 
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AVAILABLE 


FOR IMMEDIATE DELIVERY 


New o- 7001 


/ 
flu resco lamp: 








“Long Slim” fluorescent lamps made by Sylvania: 
These much-in-demand lamps—now 
available in this new 8-foot size—are just the 
thing for all kinds of general lighting applications 
in addition to showease and cove lighting! 
Besides the 8-foot size, they are available in the 
PERTINENT FACTS popular 12-, 64-, and 72-inch sizes. These are 


the lamps they ve all been waiting for. 
@ Instant starting—no starter . 


required. ALSO AVAILABLE IN THE NEW “WARMTONE” COLOR TONE 
@ Hot cathode type — higher Vow Long Slims can be had in the new “Warm- 
efficiency tone” color that simulates the color of incan- 


descent lamps — but with a bonus of light! 
@ Four lengths—42”, 64”, 72", 


96”. Two diameters — ap- 


re ee ee ee eee ee ee ee 


MAIL THIS COUPON TODAY! 


Sylvania Electric Products Inc. 
Lighting Division, 60 Boston St., Salem, Mass. 





proximately %4” and 1”. 


@ Base with single pin. 


Gentlemen: We are interested in Sylvania Long Slim Lamps. 


@ With proper ballasts, may 
be used for 100-, 200-, or 


Please have your representative eall. 


300-milliampere operation. Vame 
100 for low surface bright- tans 
ness and soft, subdued ef- City 
fects, and 200 or 300 for “sii 
State Zon 


high level illumination. 


Name of Distributor 


@ Each lamp requires two 


Ce ee ee ee ee ee ee ee ee ee ee 
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lampholders—designed spe- 


cifically for Long Slim lamps | 
and adaptable to continuous | 
row or multiple lighting. 


BS; 








PHOTOLAME 2A TUE ATHODE RAY TUBE ELECTRONIC DEVICES 
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“It strips fast and easy 


[ts Laglx RU’ 


and crush the cover for as far as you 
want to strip. This allows the satu- 
rated fibrous cotton cover—flame- 





You don’t need to use a knife when 
you strip Laytex RU. Just place the 
wire in the heel of side-cutter pliers— 


RU wiring wile RU? 





retardant and moisture-resistant— 
to be quickly peeled back. The insu- 
lation is then easily rolled back .. . 
and you have a clean, quick strip. 





There’s no need to scrape with a 
knife—conductor is free of loose 
particles. Once you’ve made a con- 
nection, simply roll the insulation 
back over the barrel of the terminal 
and tape it up. You have a neat, 
streamlined job with double protec- 
tion. In a laboratory test Laytex RU 


> 





was proved to be 33°; to 300‘ ; easier 
to pull than 5 other leading brands. 
Most important of all, Laytex RU 
permits more wires per conduit on 
rewiring jobs because it is America’s 
smallest diameter, lightest weight 
natural rubber insulated branch cir- 
cuit wire. The dip process of apply- 
ing the insulation guarantees perfect 
centering and no thin spots. Send 
today for sample plus booklet con- 
taining more details about this wire. 
Wire and Cable Department, United 
States Rubber Company, 1230 Avenue 
of the Americas, New York 20, N. Y. 

*Reg U.S. Pat. Off 


~~ US LAYTEX RU --- 









A PRODUCT OF 






UNITED STATES 
RUBBER COMPANY 
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Good light...plus ceiling 
patterns as desired— 
CEILINGS UNLIMITED* 

















Miller Fluorescent Troffer Light- 
OE AoE TE Cea aT yt ah 
| J Y ve DOUNT!eSS Vver- 
itility of application. You can 
‘1 khae Ries 
J iV Ad ra 
Reus “a 
> yOu O ly 
plus benefit ~ 
l JNLIMITED 
Miller Lighting Service is all- 
inclusive. It covers the needs of 
Planned Commercial and Indus- 
trial Lighting. 
Miller 90 Foot Candlers 
y FI JOres- 
m are = 
| factory 
ent and 
r equip- 
and 
n rs 
Q r call 
Classroom— Architects: Allen and Edwin Kramer, N Y 
| | 
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SOURCE The figures we use as basis for these \ 
comparisons of performance in the electrical wholesaling 
field are collected and compiled by the Bureau of 
Census of the U.S. Dept. of Commerce. 
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WITH WHOLESALERS SALESMAN 








Business Index 
For the Month of April 1948 


AIT 
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SALES With sales volumes for April continuing at a high 
level a modest increase over March 1948 was registered 
by all three segments of the electrical wholesaling industry. 
Reports trom 392 full-line houses, 119 wiring supplies 
construction materials distributors and 85 appliances-spec 
ialties wholesalers showed $126,700,000 in sales for the 
month and sales increases of 3 percent and 18 percent over 
March 1948 and April 1947 respectively. 

Compared with April a year ago, full-line houses returned 
reports indicating an average increase of 19 percent. Corre 
spondingly, wiring supplies-construction materials distribu 
tors and appliances-specialties wholesalers reported respe: 
tive sales increases of 6 and 16 percent. Also by comparison 
with March 1948 and by type of house full-line wholesalers 
reported the largest increase of 3 percent while wiring 
supplies-construction materials distributors and appliances 
specialties wholesalers both reported increases of | percent. 


INVENTORIES Stocks measured at cost for April advanced 
| percent over March to reach a level 31 percent above 
April 1947. Although inventories are presently estimated 
as at an all-time high level, it is important to notice that 
the rate of increase slowed to | percent (March to April ) 
compared with an average month to month gain of 6 percent 
recorded for the first three months of 1948. 

In terms of weeks supply at the current sales rate, 
inventories represent slightly over six weeks supply. On 
this comparative basis, present holdings approximate the 


pre-war ley el. 


COLLECTIONS Credit information, as reported by the 
panel, indicated an average accounts receivable turnover 
rate of once every 31 days. This was approximately equal 
to the 1947 rate but considerably faster than the 42 day 
average reported by wholesalers during pre-war 1939. 
Full-line wholesalers and wiring supplies-construction 
materials distributors both reported a rate of once every 
32 days while appliances-specialties wholesalers reported 


a shorter period of 24 days. 
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BEAMED TO YOUR 


THROUGH YOU and other wholesalers is sold each step in the manufacture of its wire and cable. 


the bulk of the huge volume of Roebling elec- From copper conductors drawn in the Roebling 


trical wire and cable. Roebling advertising brings mill to their tough, dependable jackets, they're 
business to you before it brings business to efficient, trustworthy, long-lived... tested by 
Roebling . . . it is thus essentially your advertising scientific methods . . . giving top performance and 
... reaches engineers, contractors, industrial and economy on the job. 

commercial users in your market . . . helps create 


orders and profit for you! : 

JOHN A. ROEBLING’S SONS COMPANY 
TRENTON 2, NEW JERSEY 

quality products, and Roebling carefully guards Branches and Warehouses in Principal Cities 


But all successful selling must be backed by 


Add up the advantages of selling the Roebling line and you've a 
sum total that goes to town: 


Complete lines of wire and cable... over 60 types for every purpose. 


Sales and service assistance from Roebling Field Men... 


technical cooperation that spells customer satisfaction. 


Branch warehouses... close ar your hand, fully stocked, backing you with 
fast efficient service. 


7 Oe ee ee eee eee ee ee (GD CSRS Cleese eves «: a wa 
eet Pa — Sc eteeeel ——_ ee ee ee ee eee oe eee cee ee 
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* WIRE ROPE AND STRAND *® FITTINGS *® SLINGS 


%® SUSPENSION BRIDGES AND CABLES *% AIRCORD, 
AIRCORD TERMINALS AND AIR CONTROLS *® AERIAL WIRE 
ROPE SYSTEMS * ELECTRICAL WIRE AND CABLE a 


*® SAI LIFTS *& HARD ANNEALED OR TEMPERED 
HIGH AND LOW CARBON FINE AND SPECIALTY WIRE, 


siabilarenee tet aoe owe | A CENTURY OF CONFIDENCE(@#4%\ 


AND INDUSTRIAL WIRE CLOTU *® LAWN MOWERS ROEBLING 
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REGIONAL ANALYSIS APRIL, 1948 
i ‘ONSIDERED regionally, all classes of houses com 


é bined, saleg were above the March level in 6 regions Figures in this table apply to the geographic divisions 
but off in 3. Wholesalers in the New England and Middle as outlined and numbered in color on map above 
\tlantic divisions indicated decreases of 1 percent March 


to April. On the same basis, Pacific coast houses reported 




















business as off 5 percent. The other regions reported gains SALES | | INVENTORIES 
ranging up to 11 percent for the West South Central states. April 1948 April 1948 
Compared with April 1947, sales increases were reported eee . i : 
n each geographical area, the gains ranging from 6 percent Compared in “% with Trading Compared in “% with 
in New England to 28 percent or more in the South Central Mar. Apr. Region Mar. | Apr. 
and Mountain regions. 1948 1947 (See Map) | 1948 | 1947 
In terms of weeks supply of inventory at current rate — ‘een arene 
ot sales, trade inventories represented 6.3 weeks business. — | + 6 ] | 0 +45 
This compares with 5.6 weeks business reported for April — | +12 2 | —1 + 34 | 
1947 and 6.6 weeks business tor April 1939. By regions + 9 +16 3 +1 +27 
the reports ranged from 5.2 weeks by the East South + 4 +17 4 | +2 | +34 : 
Central area to 7.4 by the Pacific division, + 3 + > +3 | +2 a 
Regionally collections of accounts receivable closely > 2 +39 : Pe | es types 
= ; +11 +28 7 | +3 +18 ment 
ipproximated the national average with the East South 7 &32 8 | —2 +39 x 
Central division reporting 26 days and the Pacific division ae +16 9 | »1 | +26 
33 days. 




















STATES COMPRISING GEOGRAPHIC DIVISIONS: RI REGION 5—Del., Md., D. of C., Va., 4. Va., N.C., §. C., Ga., 
GION 1—Maine, N. Hamp., Vt., Mass., R.1., Conn.; REGION Fla.; REGION 6—Ky., Tenn., Ala., Miss.; REGION 7—<Ark., 
2—N. Y., N. J., Penn.: REGION 3—Qhio, Ind., Ill, Mich., Wis. ; La., Okla., Tex.;: REGION 8—Mont., Idaho, Wvo., Colo., N. Mex.. 
REGION 4—Minn., Lowa, Mo., N. Dak., S. Dak., Nebr., Kans.; Ariz.. Utah, Nev.: REGION 9—Wash., Ore., Calif 
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‘ONNECTORS 
LETON COUPLINGS and CONN 
en ELECTRICAL METALLIC TUBING 





ALL SIZES UNDERWRITERS’ APPROVED 


Appleton leadership in couplings and connectors is main- 
tained by highest possible precision standards. All sizes now 
are Underwriters’ Laboratories approved rain-tight and 
; concrete-tight. 

. PATENT 


2064140 Positive Grip—Precision construction of the concave, split 


compression ring in every coupling and connector, makes a 
joint that is absolutely rigid and permanent. 


Bonded Connection — Bonding type locknuts, along with 
high knockout closing shoulders, provide an equally rigid 
connection to outlet boxes, panel boxes, and other equipment. 


Time Savers—Couplings and connectors are designed for 
utmost speed and ease in making any installation. Both center 
sections and nuts are hexagonal to give a good “bite” with 
wrenches, even in unhandy places. 


Competitively Priced— Appleton leadership is based on 
PATENT oe efficient, modern, mass production methods, as well as the 
, 2064140 skilful design and quality of its products. That is why they 
can be priced competitively. 
Like all of the 15,000 fittings in the COMPLETE 
APPLETON LINE, Appleton Couplings and Connectors are 
“STANDARD FOR BETTER WIRING!” 


SEND TODAY Sold Through Electrical Wholesalers 
Big Appleton Catalog, illustrating APPLETON ELECTRIC COMPANY 
and describing more than 15,000 1734 WELLINGTON AVENUE -+- CHICAGO 13, ILLINOIS 


types and sizes of wiring equip- Branch Offices: NEW YORK, 50 Church Street * DETROIT, 3049 E. Grand Boulevard 
ment, gladly sent FREE, on reque t, e CLEVELAND, 1836 Euclid Avenue * SAN FRANCISCO, 655 Minna Street °* 
to ste ’ er of ch : a. . ST. LOUIS, 420 Frisco Bldg. * LOS ANGELES, 100 North Santa Fe Ave * ATLANTA 
a a es ; 724 Boulevard, N. E. * BIRMINGHAM, 429 Brown-Marx Bldg. * MINNEAPOLIS, 305 
Fifth St.,S. © PITTSBURGH, 414 Bessemer Bldg. © BALTIMORE, 100 E. Pleasant St. °* 
BOSTON, 10 High St. * DENVER, 1509 Seventeenth St. * PHILADELPHIA, 1017 Cherry St 
Resident Representatives: Cincinnati, Dallas, Kansas City, Milwaukee, 
New Haven, New Orleans, Seattle 
Export Representatives: International Standard Electric Corp. 
67 Broad Street, New York 4, N. Y 








INdLIT FITTINGS « LIGHTING EQUIPMENT « OUTLET AND SWITCH BOXES « EXPLOSION-PROOF FITTINGS « REELITE 
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Type CR Enclosed Switches 


FRONT-OPERATED, GENERAL PURPOSE: Positive “ON” and 


° ° 
OFF” with no intermediate stop between full closed and full M [ th ; ( 
open circuit. Movable contacts full-floating, self-adjusting; al ZS O u p O Nn 
made of special high-conductivity bronze. Strong bakelite 


operating lever is an integral part of the switch mechanism. 
Switch box finished in gray enamel; cover cannot be opened 
fi : To Arrow - Hart & Hegeman Electric Company, Hartford 6, Conn 
when switch is "ON". Listed as standard by Underwriters 
Laboratories, Inc. : oT 
Send us your new Catalog C-10 of Enclosed Switches 


ove, left: No. 27053; 30 Amp. for Cartridge Fuses, 2 Poles, Types “A”, “C”, “D”, “CR” — and other Service Equipment 
250 V 


center: No. 27058; 60 Amp., 3 Poles SN, 125-250 V 


right: No. 27050; 30 Amp. for Plug Fuses, 2 Poles SN Name 
125 V 


Firm 
(Also available in 30 and 60 Amp. sizes with no fuse) 


{ddre ss 


Type “CR” Switches are especially designed for oil burners, 
refrigerators, air conditioning units, small motor-operated ap- 


pliances, heating and lighting loads rating dependable control 


COMPANY, HARTFORD, CONN.,U.S. A. 
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Beware of Orphans At the June annual con- 
vention of the Radio Manufacturers Association the 
Credit Committee reported that 29 radio and component 
manutacturers tailed during the 1947-48 fiscal vear of 
the association with liabilities of nearly $24,000,000 and 
it was noted that nearly half of the detunct concerns had 
started operations during the last five years. 

It is not commonly known that before World War II 
there were less than 50 manufacturers of radio sets 
licensed by RCA and that by 1946 that number had 
grown to approximately 150. This influx of 100 new 
manutacturers represented strictly not-needed new capac- 
itv, as even before the war those less-than-50 licensees 
then in business had plenty of surplus capacity, to say 
nothing of what war-born new production techniques and 
new materials since have added in speeding potential out 
put ratios of sets. 

Obviously then, when the long established manutac 
turers — who had been slow to re-convert from war to 
peace production once more got rolling and supplied 
their distributors and dealers with merchandise carrying 
well-known brand. names, the public stopped taking what 
thev could get and started buying the branded goods that 
they knew something about. 

The new and unknown products began to gather dust 
in the dealers’ stores, in distributors’ warehouses, and 
unsold output backed up into the manutacturers’ plants 
and when that happens only a strongly financed concern 
can keep the sheriff away. 

What is happening to some of the newcomers in the 
radio set industry also goes on in many branches of the 
electrical appliance field. Concerns with little or no 
experience that jumped in expecting to “‘clean up” by 
getting a slice of that much advertised gigantic “backlog”’ 
of appliance business did quite well only until long-estab- 
lished makers of well known branded products were back 
in production. Then the washout started. 

Wholesalers who still have stocks of new and unknown 
brands of radios or appliances had better study thei 
inventory position and then unload the doubtful items as 
fast as possible, Particularly they should help their dealers 
to do the same without delay. The quicker the actual or 
potential “orphans” are disposed of the less will be the loss. 


ry . ve 7 7 . . 

Phe Moving Finger Writes And—Having 
Writ... We are not here to philosophize o1 speculate 
on the question as to how much the late Franklin D. 
Roosevelt was actually the instrument of destiny that his 
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admirers thought him to be. We do know that when he 
found the complexion of the Supreme Court Judges not 
to his liking he tried to “‘pack” the court, and tailing in 
this he traveled around the country campaigning i 
efHort to “purge’’ Congress of those who had opposed hin 
in his attempt to pack the highest court of the land. 

We know also that thereatter tate plaved into his hand 
to the extent that deaths or other causes created eno ih 
vacancies on the Supreme Court Bench to enable him to 
get aclear majority of judges who owed their appointment 
to the New Deal Chief and that meant New Deal-tinted 
decisions. 

Recently that court has handed down three decisions 
that not merely upset some long established and soundly 


based business procedures but their tenor and ta 


reaching 
effects make us wonder as to just how long atter his death 
the business community of our country Ss going to he 
harassed by COUTT decisions that have thei foundatior 


his utte1 disregard tor time honored politi al, yud t na 
business traditions. 

In the Morton Salt Company decision, May 3rd, 1048 
the court has taken a new slant on quantity discounts as 
applied inder the Robinson-Patman Act and it has chosen 
to interpret the law, not as it is written but as the judges 
“think” that Congress meant to sav it. 


+} 


In the Cement case and the Rigid Steel Conduit ist 


= | g has been declared 


the Basing-Point method oT pricing 
“untair irrespective of the tact that the court admitted 
that no conspiracy nor combination in restraint of trade 
could be shown. 

Space does not permit an exhaustive review of those 
decisions — nor is this the place tor torecasting the ettect 
that those decisions will have on the economy and the 
marketing structures of American industry. We onl 
hope that some relief can be devised betore these hold 
over prophets of the new-deal policy of harassing and 
spanking the world’s greatest industrial community have 


done permanent damage to the Free [Enterprise system. 


* 


Twisted Ina recent Government release it is reported 
that the Rural Electrification Administration purchased 
at wholesale 3,082,267,051 kilowatt hours of electrical 
energy during the fiscal year ending June 30th, 1947 at 
an average cost of 8.7 mills pel kilowatt hour. 

Pain is taken to point out that 60.4 percent ot the 
total was purchased from ‘commercial suppliers” at an 
average price of 10 mills per kilowatt hour and that 39.6 


percent of the total was purchased trom “publicly-owned”’ 


45 
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Light weight, small diameter 


Permanent colors 
High abrasion resistance 
High tensile strength 


Resistance to common acids, 
alkalies, oils 


Low moisture absorption. 
Approved by Underwriters 
for wet locations (TW) and in oil 


Fire resistance 
Long-aging 
Easy to pull through conduit 


Free-stripping 


ANaginon 


. 





Your 
Deserves 
Another... 
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DENSHEATH Building Wire, with the thermoplastic insulation pioneered 
by Anaconda long before the war, is long-aging, will not support combus- 
tion, is impervious to acids, oils, alkalies ... building wire worthy of the 
finest reputation. 

Densheath’s smooth, slick finish with no braid resists abrasion, pulls 
through conduit easily. Small diameter means more copper per conduit. 
Insulation is quick to strip. Permanent, bright colors mean quick circuit 
identification. The answer: lower cost per foot of wire installed. 

Recognized by the National Electrical Code for circuits up to 600 volts 
and temperatures to 140° F....and for wet and oily locations... Densheath 
Building Wire combines all the plus qualities that assure complete satis- 
faction. 


TYPE 
TW BUILDING WIRE 


ANACONDA WIRE & CABLE COMPANY 
25 Broadway, New York 4, N. Y. 
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or “non-profit” suppliers at an average rate of 6.8 mills 
per kilowatt-hour. To the average reader the obvious 
inference is that the difference between the 10 mills and 
the 6.8 mills cost is the profit which the “commercial” 
supplier makes. 

Nothing is said about the fact that “publicly owned” 
really means “publicly subsidized” out of taxes and othe1 
public funds. Nor is any attempt made to point out that 
those ‘non-profit’ suppliers do not pay any taxes, and are 
subject to the very rigid regulations on rate fixing and 
accounting practices under which the average ‘“‘commer- 
cial suppliers” are forced to try and earn operating costs. 

We should like to see figures on “commercial” and 
“publicly-owned or non-profit’? operations that were 
arrived at by starting from the same base and then apply- 
ing identical charges of interest on investment, operating 
expenses, taxes, amortization, and other legitimate items 
ot expense, etc. We think that some of the rooters tor 
public ownership, socialization of industry, or similar 
deas would gain a new concept and admit that “publicly 
owned or non-profit’ operations can exist only because 
too tew taxpayers realize that the losses entailed by serv- 
ing a tew at apparently low cost are paid by the taxes of 
the many who have no opportunity to get in on the bargain 


sales, because they live too tar away from the project. 


* 


.Trade-Ins That the post-war boom ot appliance and 
radio sales would eventually run most of the dealers 
smack into a nasty trade-in problem was a toregone con 
clusion but we had hoped that this would not happen 
too soon. 

However it appears as if in some territories the trade-in 
battle is in tull sw ing right now and as usual the consume) 
is the sole beneficiary while the wholesale distributors will 
be taking it on the chin aplenty, betore long. 

\WWe note that one dealer is accepting an old clothesline 
is basis tor a S50 trade-in allowance on a clothes dryer; 
any wreck of a radio set will earn a handsome trade-in 
on a console and any old gadget that once served as a tub 
or washing machine will draw a nice credit on that 1949 
model. 

In the automobile field they have a Vrade-In book 
which gives the fair values tor cars that are offered in part 
payment on new ones and in normal times new-car dealers 
stick pretty close to the book on allowance because they 
don't want to lose their new-car profit by taking a bad 
loss on the Trade-In. 

\s a protection against future losses every wholesaler 
should get a check on his dealers inventory and trade-in 
status. It would be particularly well to see how many 
valueless cat and dog items — in the backroom and down 
the cellar — are used to bolster up inventory figures while 
all too much new and saleable merchandise has been 
converted into proftitless receivables via the trade-in route. 


* 


Iwo Court Decisions Both court decisions here 
reterred to were delivered in a lower court and probably 
will be reviewed in higher courts before the losing litigants 


are willing to accept the verdict. Nevertheless the thinking 


and reasoning reflected in them is significant in the light 
ot today’s trends — competitively and price-wise. 
At Los Angeles a United States District Court held 


nvalid the so-called ‘‘exclusive selling” contracts used by 
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the Standard Oil Company ot Calitormia with independ 
ently owned service stations. 

In a statement issued by the Motor and Equipment 
it is stated that ‘This decision 
directly affects 7,000 independently operated stations 


Wholesalers Association 


which have contracts to sell only products made or spon 
sored by Standard. It also affects indirectly 23,000 othe: 
stations in the West who are under similar contracts 
with other oil companies. ‘The association points out that 
the decision restores to service station operators “thei 
right to buy merchandise they want from whom and when 
they please.” 

At Seattle, Wash., according to the Seattle Journal ot 
Commerce, Superior Judge Arthur E, 
June 11th, 1948 in Montessano that a contractor who 


Graham ruled 


undertakes a project on which he has submitted an esti 
mate, is legally bound to complete the work at a cost 
not in excess of an amount one-quarter greater than the 
estimate. 

The ruling was handed down in the case of Losli vs. 
Forrest. The case was tried last Spring. At that tim 
it was brought out that Walter J. Losli of Smith & 
Losh, Aberdeen (Wash.) had estimated S500 as the 
cost of installing an oil-burning heating unit in the home 
ot Leonard J. Forrest of Hoquiam (Wash.). Forrest 
had purchased the unit from a third party. 

The installation was completed and the final bill sul 


mitted was tor S' 


1S7. Forrest retused to pay it and Los! 
sought judgment. In his written ruling Judge Grahan 
said: ‘The detendant is entitled to rely on the plaintift’s 
estimate approaching correctness.” The judge also sai 
that costs exceeding the estimate by 2) percent woul 


be reasonable to expect. 


* 


Open House. Recently an Eastern wholesaler of the 
old school decided to celebrate the formal opening otf 
greatly expanded warehouse and a fine modern showroon 
by having “open house” for dealers right through on 
whole week — trom Monday to Friday. 

Plenty of advance publicity paved the way to excellent 
attendance and — when the dealers got there they found 
not only some pleasant surprises but also a series of fine 
displays ot radios and television sets and major as well 
as trathe appliances and — of course the salesmen serving 
the various dealers also were on hand with a glad hand 
shake, a smile and — an order pad. 

During the first two days the boys booked orders total 
ng over $90,000 and after checking attendance against 
those vet to come “the boss” estimated that by Friday 
night the volume of orders taken at the “Open House’ 
would top $250,000, 


Remember. It’s always open season — tor “open house.’ 
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NO. 1710 


With 2%” Fitter 
Completely Wired and 
Mounting Straps for 34” and 
4” Outlet Box or Gém X Box 

1710 Pull Chain , 
with Convenience Outlet 
1711 Keyless 9 
with Convenience Outlet 
1712 Pull Chain, No Outlet 
1713 Keyless, No Qutlet 
BasE 6” x 4%” 
Pull Chain, 250 Wattsg250 Volts 
Keyless, 660 Watts, 250 Volts 
Convenience Ovplet 


Be BUR. 610 « * 125 Volts 
ae Re. « « © «6 250 Volts 


NO. 177 


Completely Wired, with 
Mounting Straps, gfor 3%” 
Outlet Box or Gem X Box 
1770 Pull Chain 

with Conveniencg Outlet 
1771 Keyless 

with Conveniencé Outlet 
1772 Pull Chain, ‘¥ Outlet 
1773 Keyless, No Outlet 

BasE 6” x 38” 
Pull Chain, 250 Watts, 250 Volts 
Keyless, 660 WattsJ3250 Volts 
Convenience Outlet 


a ss 6 * g25 Volts 
ae Mm. 6 6 6 6 6 250 Volts 


Paulding |)! 


No. 1710 
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For twenty years Paulding Kaolite Line has 
met, with satisfaction, the needs of our many cus- 
tomers. The qudlity and finish is everlasting. 


It is yeseanlend that porcelain is THE BEST 
INSULATOR KNOWN to the electrical industry, 
giving an unusual degree of protection. Our por- 
celain is composed of the best carefully selected 
materials which “are passed through a very exact- 
ing cleansing pfocess, thereby making a_ perfect 
porcelain body fgom our own formula for the pur- 
pose of moulding all units and bathroom fixtures 
which are desigped on lines to eliminate any un- 
dercuts or fancy crevices which act as dust and 
dirt collectors. 

No metal pelish is necessary to clean them — 
JUST WIPE W{TH A DAMP CLOTH TO RE: 
STORE THELR ORIGINAL LUSTER. Our por- 
celain is fired at approximately 2300°, making a 
solid vitreous piéce and ranks first among this type 
of product. . 


Over the years our engineers have made a 
special study of the effect which air and mois- 
ture has on the finish of all of our products. All 
glaze is carefully compounded so as to add a hard 
and glossy finish to our hard and vitreous body. 
Each item is designed so few metal parts will 
show from the front surface, therefore, NO COR- 
ROSION, TARNISHING, OR RUSTING will take 
place especially where these items are used in 
bathrooms, kitchens, or humid, salty atmospheres. 


All mechanisms in the Kaolite Line of fixtures 
are TESTED DAILY IN OUR OWN LABORA- 
TORIES to insure first class performance. Each 
piece carries an Underwriters’ Laboratory, Inc. 
label for the security of the public. Twenty years 
of service to satisfied customers is a record which 
speaks for itself. 
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NEW BEDFORD, MASS. 
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Aluminum 


More and More Installations 
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Sales of insulated wire and cable are UP—and going hicher. Engineers. 
architects, plant men everywhere find that they buy their cable for les= 
money —buy completed wiring for less money—when they figure it in 
aluminum, 

Get your share of the orders. Insulated wire and cable with Aleoa 
k.C.* Aluminum conductor is available now from leading wire and cable 
manufacturers. [t costs less. It’s cheaper to install. It has been proved 
in actual service for more than thirty years. 

\leoa makes light, strong, conductive F.C. Aluminum. Leading wire 
and cable manufacturers draw, strand and insulate it, and sell it under 
their own trademarks. Your supplier has it, with all standard types of 


insulation. ALUMINUM Company OF America, 1442 Gulf Building, 


Pittsburgh 19, Pennsylvania. *E.C.; Electrical Conductor Aluminum “The BIG difference 
is in your costs!” 


: Insulated and sold by nal wire a ALCO A @ ALU pad Ea Vy MA, [ALCOA 


(UM iNUM 








¢ , {Ml 


m/ FOR ELECTRIC WIRE AND CABLE 
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PANELBOARDS 


LIGHTING EQUIPMENT AND PITCHERS 
are judged in much the same way...their control has to be 
perfect. And at Fenway Park, home of the Boston Red Sox, 
the lighting controls for night baseball games are pro- 
viding the same kind of dependable performance that 
fans expect of a 20-game winner. 


These lighting controls are ( N1P-3L Raintite Panel- 
boards. Approximately 1300 circuits and floodlights are 
controlled by 46 of these efficient Panelboards. In 
addition, each panel is weather-protected with ‘‘raintite”’ 
enclosures to assure night after night and season after 
season of dependable performance. 


This same type of perfect control is available in a variety 
of @ Panelboards for industrial plants, stores, offices or 
wherever light and power control has to be dependable, 
trouble-free... perfect, that is. 


N1iP branch circuit panelboards have sin- 
gle pole, plug fuse only branches and are 
available in 8 to 40 circuits, 3 and 4 wire 
mains. For more details about Panel- 
boards, consult your nearest (@ Represent- 
ative (he’s listed in Sweet’s)...or write 
for Panelboard Bulletin No. 301. 











— theron “esc. 
8 Cee 








we team 
pain 
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é ank eC(dam Electric Co. 


ST. LOUIS 13, MISSOURI 


: Mahers of Busvuct * PANELBO * SWITCHBOARDS © SERVICE 
“ : a A sepmscdass » semnenobe © QUIKHETER 
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LOS ANGELES 


Paranite wire or cable is made under 
the watchful eye of SQC—Statistical 
Quality Control! Nothing is left to 
chance. Scores of graphs, tests, mea- 
surements — figures and figures — 
by columns and rows of columns 
—are drilled and marshalled, com- 
piled and analyzed with individual 
operations still in progress. With 
SQC standing guard you can confi- 
dently recommend and use Paranite 


for lasting satistaction. 








Ww 
per 
CLEVELAND 


4 : - ute 4 se See 


——- <4 ¥ ae - WS ap 
oP ye 7 r 


aranite Services 


j* : 







Don’t overlook this man if you have a 
Ti 
+4“ 
‘ strategically located points shown above. As a 


knotty problem involving wire or cable. He’s 
the Paranite representative from any of the 
specialist in applying the correct solution to wiring problems 
from Paranite’s diversified line, he has helped smooth wrinkles 
from many brows. Or, if it is something special, he’ll work 
with you and Paranite engineers and production men in com- 


ing up with the right answer. 


If he can be of help to you, just contact through your local 


wholesaler, the nearest Paranite office, or Fort Wayne. 


IF IT’S PARANITE IT’S RIGHT! 





PARANITE WIRE AND CABLE 
Division of ESSEX WIRE CORPORATION 


DISTRIBUTED 
THROUGH 
WHOLESALERS 


FORT WAYNE 6, INDIANA 


ELECTRICAL WIRES AND CABLES “BETTER THAN CODE 
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This BRICK type ballast is 
but one of a complete line 
for all fluorescent fixtures 


Write for new price list. 


The exacting requirements which all ADVANCE ballasts 
must meet for uniformity, maximum light output and 
quietness, has made them the choice of many leading 
architects wherever fluorescent ballasts are used. Advance 
ballasts assure you of highest efficiency and lowest 


maintenance costs. 


A QUIET 200 milliamp slimline ballast for two T a we n 5 is 0 u m t # 


96” slimline tubes now in production. Priced right. 
Write for details. C 0 @ 


1100 W. CATALPA AVE. CABLE ADDRESS: ADTRANS CHICAGO 40, ILL., U.S.A. 
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Radio Industry Production 


Reported At Record Peak 


Annual convention of Radio Manufacturers Association notes record 


production of radio industry last year and discusses new problems 


brought about by rapid expansion of FM and television services 


Ppa s;O—Radio production reached a 
A new record peak in the last production 
vear, it Was reported to the members during 
the 24th 
Manufacturers 
Paul V. 
RMA Set Division, also told the members 


annual convention of the Radio 
held 


Galvin, chairman of the 


Association here re 


Ce ntly, 


that both FM and television receiver manu 
facturing reached volume proportions, 
The last vear has been not only one of 
record-breaking production, but also of 
over production in some ty pes of rece ivers,” 
Mr. Galvin, who is president of Motorola, 
Inc., of Chicago, said. And this record was 


added, 


competitive and production cost conditions.” 


established, he amid “our highest 

Mr. Galvin pointed out that last veatr 
was the first in which the radio industry 
has been completely tree of production and 
price controls since the beginning of the 
Defense 


entry into World 


which preceded U.S. 


War Il. Vhe radio in 


dustry last vear turned out 19.5 million sets 


program 


a total manutacturers’ dollar volume 


of $700 million. 


with 

Mr. Galvin predicted that the peak of 
unit production is past and will not be up 
as high this vear but the increased dollar 


volume of FM. and _ television” receiver: 


should largely fill the gap of the industry's 
lower unit volume. 

‘The vear also has been epochal by first 
year volume production of FM and tele 


vision receivers, Production of both con 


tinues to rise substantially,” he told the 


members. 


“One of the new problems facing the 


industry, particularly set manufacturers, is 


the new military production program re¢ 


sulting from world tension and the pre 


idministration 


paredness program of the 
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and Congress. During the next few months 
the industry will feel its impact and RMA 
already has taken steps to meet the new 


responsibilities. The large military pro 


duction presages definite results on out 


civilian output and also possibly future 
Government restrictions and controls. Our 
job ahead is to program the dual respon 
sibilities, continuing civilian activities and 
meeting the needs of our 
Mr. Galvin concluded. 


industry 


at the same time 


Government,” 


New problems brought about 


by the 


rapid expansion of television and 


hM broadcasting services, and the govern 
ment’s preparedness and industrial mobili 
zation were considered by the 


RMA members during the 


tion. More than 40 group meetings of the 


programs 


annual conven 


various RMA divisions and their sections 
and of the major committees took place. 
Special promotion projects involving tele 
vision and FM, as well as “National Radio 
Week,” scheduled for November 14-20, and 
the continuous “Radio-In-Every Room” 
campaign were further expanded, 

Phe RMA School Equipment Committee 
adopted a slogan, “A radio tor every school 
room,” suggested by Chairman Wayne Coy 
Federal 


ot the Communications Commis 


sion, and also approved a proposed guide 
for school ofhcials on the varied uses of a 
radio receiver in a classroom, 

With the aim of keeping abreast of wat 
time and more recent technical develop 
ments in the radio and electronics industry, 


the RMA 


issue d 21 


Engineering Department has 


recommended engineering stand- 








TELLING SELLING VIA VIDEO. Direct from the Westinghouse Supply 


such 


Exhibit in the Chicagoland Home Show to organized dealer meetings 
as the one above, at United Home Furnishings 
Electric Supply Co., 


station WBKB, the Westinghouse 


presented a novel sales training telecast. 





within the range of television 


Chicago, recently 











Or. WS ere 


®@ thinwall conduit ® rigid conduit @ metallic and non- 
Feet=} 0 dl bCoere de) (-) @ flexible steel conduit @ service extrance 
fore do) (-) ® grounding devices ® lighting fixture fittings 


% manufacturers for over 30 years 


Sie Through Electrical Wholesa ers 


% representatives in principal cities 


T electric mig. company 
"1 1639 walnut street chicago 12, ill. 





ards during the past vear and has two 
score more in progress, Dr. W. R. G. Baker, 
director of the department, reported to the 
members. 

With television and FM 


duction rising rapidly, the radio industry's 


receiver pro- 
sales volume should continue at the record- 
1947 


a reduction in the manufacture of AM or 


breaking level attained in despite 
standard radios, Max F. Balcom, president 
of RMA, told the members attending the 
annual membership luncheon. 

“The radio industry moved into the bil 
lion dollar category last year when almost 
20 million radio and television sets, many 
millions of receiving tubes, and $212 million 
worth of transmitting equipment were pro 
sold,” Mr, Balcom said. Mr. 
Balcom is vice president and treasurer of 
Inc., of 


duced and 


Sylvania Electric Products, Em- 
porium, Pa. 

He predicted that television receiver pro 
duction in 1948 will reach between 600,000 
and 750,000 as compared with about 175,000 
I'V sets in 1947 and may double the 1948 
output in 1949, 

1947 the industry 


1,200,000 FM sets, about 17 


During turned out 


5,000 telev ision 


a 


receivers, 3,000,000 auto sets and more than 


2,500,000 portables, Mr. Baleom reported. 


G. E. Supply Co-Sponsors 
Ohio Baseball Telecasts 
CLEVELAND 


Cleveland 


Velevision broadcasts of 


Indians home baseball games, 
sponsored by the General Electric Co. and 
the General Electric Supply Corp., are re 
portedly blanketing an area of approxi- 
mately 2,300,000 residents in northeastern 
Ohio. 

About 74 day and night American League 
games are being televised during the cur- 
Station WEWS, It is esti 


mated that approximately 4,000 television 


rent season by 


receiver sets, a number which has increased 
daily since the telecasts started on May 15, 
are tuned in on the games in the greater 
Cleveland area, The 


casts extends east to Sharon, Pa., west to 


range of the broad 


Sandusky, Ohio, and south to 
miles bevond Akron, Ohio 


a point 15 


I.E.S. Agrees With Study 
Favoring 100 Footcandles 


MINNEAPOLIS 


ofhces and 


Men and 


factories will be 


women in 
tremendousls 
benefited in general well-being and eve 
comfort by the wider use of 100 footcandles, 
was the finding of a study by the Labora 
tory of Physiological Hygiene of the Uni 
versity of Minnesota, according to Rudolph 
W. Staud, president of the Illuminating 
Engineering Society, in a statement at the 
opening session of the Midwestern Regional 


held here 


Phe Laboratory of Physiological IHvgiene 


Conterence recently, 


study showed that 100 footeandles was the 
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optimum level of illumination for work 
invelving small details. 

“The findings of Ernst Simonson, M.D., 
and Josef Brozek, Ph.D., who made the 
study reported in the April issue of the 
Journal of the Optical Society of America,” 
said Mr. Staud, “more than substantiate 


Recom 


Lighting, 


the standards in the American 


mended Practice of Industrial 
sponsored by the Illuminating Engineering 
Society and approved March 17, 1942 by 
the American Standards Association, for 
seeing tasks involving the discrimination 


of fine detail under conditions of a fair 
degree of contrast for long periods of time. 
For these tasks the I.E.S. 


50 to 100 footeandles.” 


recommends from 


Third Lighting Exposition 
Contest Judges Announced 
CHICAGO — The 


who will select the 


names of the judges 


winners of the $1,500 
Planned Lighting Merit Award Competi 
tion, sponsored by the Third International 
Lighting Exposition and Conference, were 
Cari Zersen, 
manager, Chicago Lighting Institute; Mar 
shall Waterman, 


oratories, Inc.; 


announced recently. They are: 


Testing Lab 
Martin, editor and 
Industry; W. TT. 
Stuart, editor, Electrical Construction and 
Maintenance; and John O, Kraehenbuehl, 


Electrical 
Bb. J. 


publisher, Electrified 


professor, University of Illinois. 

In addition, it was announced that all 
Planned Merit 
Award Competition are to be limited to 


entries in. the Lighting 


the solution of a single, specific lighting 


problem, such as one in which the area 


could be 


Hloweve a there 


shown in a single photograph. 
is no limitation placed on 
the number of photographs or drawings 
which may be used. 

The prime consideration in judging the 
entries, according te the announcement, 
will be their merit in terms of the customer 
benefits shown. Consideration also will be 
viven to the arrangement of the reports o1 
statements lending themselves to ready and 
forceful use with customers and prospects; 
lavouts 


to the photographs or submitted; 


and to amplifying or supporting details, 


including such evidence as the customer's 
statement. 
he competition closes Jan. 15, 1949 and 


awards will be conferred at the opening 


session of the Third International Lighting 
Exposition and Conference which will be 
held March 29 to April 1, 1949 at the 
Stevens Hotel here. 

Othcial rules booklets for the contest can 
be obtained by writing to the Merit Award 
Committee, Room 818, 326 West Madison 
Street, Chicago 6, Ill. The announcement 
urges those desiring to enter the competition 
to send in as soon 


blank 
rules booklet, Each applicant will then be 


as possible the entry 


which appears on the back of the 
sent a registration number to afthx to his 


entry. 
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MOLLY Wolesale. Cedric l 


, 
“hao 
€ 
arrames 
A ne O38, CALIFORmIA 


HOllywood 7221 HOllywood 7221 
SUPPLY ORDER DEPARTMENT 


Telephone your orders 
te these men 


Jerry Tob Authority to return merchandue tor creda 


MOTORS CONTROL APPARATUS 


Bob Hing Guy 


SERVICE DEPARTMENT 
Bernice lrving Order follow vp 
Jerry Toe Returned moteria 
lee Bevghmon Pree Clerk 
APPLIANCE DEPARTMENT 
Moud ut 
sders for Apphonces ond delivery intermatio 


Rolph Tulp 


LIGHTING DEPARTMENT 


CREDIT DEPARTMENT 
Invoues Account intermation 
ice Mours 730 AM te 12 Moom—12 45 10 SPM 
730 AM to 12 Noom—1245 to SPM 
MONDAY THROUGH FRIDAY 


HO 7221 ® HO 7221 
— _— 


<—{oeremoaere sevice }—> 
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Hollywood Wholesale Electric's card- 


sized classified directory. 


Wholesaler Has Service 
Directory For Customers 
HOLLYWOOD 


puzzled customer who wants to phone at 


An effective aid to the 


electrical wholesaling establishment about 
a problem but does not know whom in the 
firm to contact has been offered by the 
Hollywood Wholesale 


citv. It is a § by 10 in, 


Electric Co., of this 
card listing all 
seven departments of the concern and the 
emplovees in each who may be contacted, 
together with the telephone numbers and 
the othee hours. Those employees responsi 
ble for such as returned 


certain. things, 


merchandise, for example, are designated, 
In addition, the card is punched for hang 


ing in a convenient place 


Appley Heads American 
Management Association 

NEW YORK 
rence A. 


of Montgomery 


Che appointment of Law 
Appleyv, formerly vice 
Ward and 


American 


president 
Company, as 
president of the Management 
elevation of Alvin EF. 
Dodd, A.M.A. president for the past 12 


vears, to the newly-created post of honorary 


John 


Association and the 


president was announced recently by 
M. Hancock, chairman of the 


In making the announcement, Mr, Han 


board, 


cock said that “at this time of ideologit al 
clash throughout the world, A.M.A, real 
izes it is more than ever urgent to continue 
to provide a means for executives in Amer 
ican industry to pool their experience and 
which men 


knowledge of the methods by 


) 


Continued on page 9 











Typical installation of BullDog Engineered DF-30 Switchboard 
BullDog manufactures Vacu-Break Safety Switches * SafToFuse 
Panels * Superba and Rocker Type Lighting Panels * Switchboards 
* Circuit Master Breakers * ‘‘Lo-X"' Feeder BUStribution DUCT °* 
“Plug-In"’ Type BUStribution DUCT * Universal Trol-E-Duct for flexible 
lighting * Industrial Trol-E-Duct for portable tools, cranes and hoists. 


Phantom view of DF-30 SAFtoSWITCH Unit, showing ball-bearing 
guide mechanism. Separate fuse and switch compartments for safety 
... in OFF position fuses are disconnected from “‘line” and ‘“‘load.” 


roe Se er ras ee ae 


A good way for wholesalers to build future sales 


NVERY BullDog DF-30 type main switchboard you 
I sell ends a lot of headaches for customers— 
and builds future sales for you. 

The BullDog DF-30 SAFtoSWITCHBOARD is a 
compact unit that gives finger-tip control of an 
entire plant. 

Spare space for future requirements can be pro- 
vided. Switch units are interchangeable, and can be 
rearranged to meet changing plant needs. Pro- 
visions can also be made for main circuit-breaker 
protection, transformers and metering equipment 

Switching is safe 
Switch units are the famous DF-30 SAFto- 
SWITCHES. They’re approved by the Underwrit- 
ers for all sizes from 30 to 1200 amperes, 600 volts 
and less. 

Ball-bearing action of the switch units reduces 
friction and maintenance. Quick, simultaneous 
double-break reduces arcing. When thrown OFF, 
both “line” and “load” sides are disconnected. 
There’s no possibility of feed-backs with a BullDog 
DF-30 SAFtoSWITCHBOARD. 

Get all the facts about the DF-30 from your 
nearby BullDog Field Engineer. Let him point out 
how this switchboard serves your customers in a 
way that helps maintain your reputation as a good 
wholesaler. 


The story of this DF-30 Switchboard is being told 
regularly through 11 trade publications that reach 
more than 316,931 prospects. The stage is set 
through advertising, and waiting for you to follow 
through with sales. 





BullDog’s Field Engineers welcome the opportunity 
of discussing the selling features of any BullDog 
products with Electrical Wholesalers. Their special 
knowledge and experience can often be of great 
assistance to electrical suppliers in influencing a 
sale. Why not take advantage of this BullDog 


i 
} service? 








BULLDOG ELECTRIC PRODUCTS COMPANY 


DETROIT 32, MICHIGAN © FIELD OFFICES IN ALL PRINCIPAL CITIES 
IN CANADA: BULLDOG ELECTRIC PRODUCTS OF CANADA, LTD., TORONTO 


BuLLDOG 
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Photo by Cleveland Electric Illuminating Co 


ELECTRICAL WHOLESALING 


in CLEVELAND 


Cleveland, a vast industrial empire in its own right, offers stiff 








competition in the electrical wholesaling industry but rewards 


are high for those salesmen who really go out and scratch 


By Ernest W. Fair 


TENTH OF A SERIES 








7” HERE’S never a dull moment 
here . .. if trade conditions 
aren't tough the competition 

has thought up something new to make 

selling more difficult... but most ot 

us thrive on competition in this area o1 

we couldn't stay with our jobs and 

even though some ot the houses some- 


times pull things that make a good 


salesman reach for his Listerine, it’s 
still a good life!” 

That's how one veteran of the trade 
sized up his picture of the Cleveland 
situation and while his opinions may 
have been a little colored by some more 
or less bitter experiences we unde 
stand that they 


overall picture of Cleveland’s electrical 


present a fairly good 
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supply selling business as it is today. 

For one thing competition in this 
area is tough and in the lean years of 
the somewhat distant past this aggres 
sive competition brought forth about 
every selling trick in the book. It’s been 
fairly smooth going here for several 
vears now but the tough competitive 


conditions that prevail even at. this 


~l 


a) 





STER PAT 
Se Ss: 


CLEVELAND, OHIO 


time gIVve promise ot rough sledding 
days ahead for all concerned. 

Cleveland’s market is a vast and 
varied one; every item in the book is in 
throughout the trade 


heavy demand 


area. The city and its environs have 
around 1,220,000 population and there 
are 2,700 manufacturing firms alone 
within that general metropolitan area. 
There's plenty of business to be had 
and a good salesman seldom finds time 
tor the type of leisurely visiting that 
we have noted in some of the western 
trade centers; he has to keep on the 
“oo” for if he doesn’t... the next man 
will and results are what the bosses are 
after in the Cleveland wholesale trade! 

It’s a vast business field to cover for 
Cuyahoga county alone does well over 
$550,000,000 worth of retail business 
annually and wholesale trade registers 
close to $1,000,000 000 annually. The 
700 


Zz. manutacturing establishments 
therein produce around $2,700,000, 
WOO worth of products each year. The 
city itself is no easy job of coverage for 
its area embraces 73.43 square miles 
within the city limits alone. 

Business here is done at a rapid pace ; 
no time is wasted by the average busi 
ness executive during his office day 
and this applies even to the smallest 
ot the 


wholesale houses. The tield is not over 


electrical contractor custome) 
crowded, judging by the amount of 
business most contractors are doing, 
even though there are several hundred 
of every kind and description doing 
business here. A great many new ones 


did enter the field since the war ended 


z 


peg 


So lami 
TERN CO 
33 


a 


% 


and otf these a great many have already 
folded. Cleveland 
which to get started in any 
the 


is a tough place in 
business 
when businessman is 


and new 


short on technical as well as business 


experience .. . his chances are very, 
very limited. 

This has created a situation where 
is Just about as 
ot 


is the 


the average salesman 
the house's 
sales staff; 


much a representative 


credit department 


ELLIOTT ELECTRIC 


salesmen at almost every house watch 
customers credit standings and thei 
general business conditions as closely 
as they work the selling angle. Though 
there is no definite responsibility fixed 
for credit ratings by salesmen at most 
houses, there's a more or less unspoken 
rule that the salesman had better know 
to whom he is selling and be certain 
that the account is good. ‘Too many 
bad for salesman here 


accounts any 
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GRAYBAR ELECTRIC CO. 
means the old “heave-ho” and watch 
ing this angle becomes as much second 
nature with the average jobber sales- 
man as with the credit manager of the 
house. 

The stock situation 
bette1 


here is much 


than Tor many, many months 
past and salesmen are doing a lot more 
selling today than at any time prior to 
the start of the late war. 


still 


There are 


shortages here and there and 





ACME LIGHTING PRODUCTS, INC 


Cleveland's vast industrial empire has 
as yet not been able to catch up with 
the needs, both insotar as it produces 
here and insofar as outside industry 
needs electrical supplies and equipment 
for its eXpansion, 

The industrial salesman probably 
has a rougher job of keeping accounts 
happy than the general city and coun 
try salesman working out of the Cleve- 


land houses at this time. The average 
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GEO. WORTHINGTON CO 


contractor or dealer customer in this 
bette: 


problem than in any other territory but 


area is sold on the shortage 
the same cannot be said for the indus 
trial customer whose patience is ex 
tremely limited ; it's a matter of passing 
on pressure from one to the other with 
the industrial salesman winding up on 
the receiving end. 

Small commercial building he. veen 
very strong throughout this entire area 
for many months although high costs 
have done their share toward discour- 
aging some ventures. Your average 
Cleveland salesman is somewhat happy 

if it did 
of atime, 


that this condition exists for 
not he would have one h 

as one salesman put it, meeting de- 
mand. Hardest hit by these high costs 
have been the residential and small 
business building field where dollars 
have to be counted much closer than 
in large commercial operations. Never 
theless there is quite a bit of top price 
home building going on in this area 
today and only a small percentage ot 
the lower income. residential units. 
While this helps to move top grade 
supplies and general electrical met 
chandise the situation is not helping the 
smaller contractors and dealers who 
are unable to handle big jobs and who 
depend, in the main, upon minor repair 
and small new construction jobs fo 
. and 


the bulk of the contractors and dealers 


their main source ef business . . 


are in the latter classification. 

The activities of the salesmen foi 
Cleveland's electrical supply jobbers 
and their incomes and methods of do 
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(ny business run the full scale of terms 
totals. Thei 


slightly higher than in most cities we 


and incomes will be 
have visited but the cost of living and 


“setting around” in this area is also 
a good deal higher. Probably one es 
that 


to be a great deal more flexibility in 


sential difference is there seems 
training salesmen in this area than in 
most others. Just about every plan in 
the book has been used at one time o1 
but 


that nothing beats practical experience 


another most houses have tound 
and the best salesmen here still come 
I ight out of the Stor k rooms oft jobbing 
houses. 

Independent wholesalers follow 
much the same method of training 
their new salesmen and in an instance 
or two good men have been obtained 
from the ranks of former electrical 
contractors or dealers who were taken 
into the house for briet experience In 
the ofice and shipping rooms and then 
given the book and a territory. Inex 
perience seldom gets a chance in this 
area; Cleveland jobbers have found it 
far too expensive to let men train them 
selves on the job -.. fCO0O MuUC h business 
slips away to competitors and that’s 
bad in any such highly competitive 
situation as this. 

The prospects for Cleveland's ele 
trical w holesalers, not only for the neat 
future, but also for the “long pull” 
ahead, are very good. Cleveland in it 
self is a vast industrial empire produc 
ing goods the nation always needs and 
supplying much material for the export 
market. Only the most severe business 
slump would affect its general overall 
prosperity. Its industry is well dive: 
sified and covers almost every field of 
American business. Thousands of the 
business institutions operating in the 
generally termed, 


area are what is 


“small business firms’ and many ot 
these appear to be due for pleasurable 
growth during the next few vears. 
The need for new residential hous 
ing in this area is as great as in any 
other industrial center and there is an 
large amount of remodeling 
work t 


latte: 


equally 


and replacement » be done. 


Work 


badly since the pre-war days and only 


in the field has lagged 


lower costs of construction materials 
and labor can give it a real impetus. 
The generally rising cost of living, on 
things such as toodstufts for example, 
has had a decided adverse eftect here, 
and an effect that has been felt in the 
electrical wholesaling trade as much as 
in any other. 


Such increased costs of necessities al 
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H. LEFF ELECTRIC CO 





THE FRANKELITE CO 


ways crowd out home repair and re- 
modeling work that the average wage 
earner would otherwise be doing in 
such cities as Cleveland and affect the 
welfare of the contractors and dealers. 
If such costs were down at present 
some trade men told us the amount oft 
such work would be doubled within 
the city itself. Others point out that 
with conditions as they are at present 
such an increase could not be handled 
by the trade for there just are not 
enough supplies and materials available 
to handle such work in great volume. 
kurthermore the money must be made 


available and the average Cleveland 





THE FRANKELITE co-} 


ex 


home owner and small business opet 
ator Is None too anxious to secure funds 
on credit for such work; he, today, 4s 
more interested in doing it when he has 
at all, Credit 


agencies are doing more business than 


the cash ay ailable or not 


ever betore in this area but the funds 
so borrowed are being used for pur- 
chases of things such as clothing, cars, 
etc., and not for home repair or re 
modeling to any great extent. 

“Tt costs too much,” is what con- 
tractors told us they hear more and 
more trom home owners. 
else- 


Credit is increasing, just as 


where, within the trade itself. There’s 
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GENERAL ELECTRIC SUPPLY CORP. 





ALLEN ELECTRIC CO 


more demand tor open accounts by 
customers than in many vears and job- 
bers are watching these most closely. 
The feeling is that someone is going 
to get hurt very badly and every jobber 


s doing his best to see that it isn't his 


} 
lOUSC, 


the ( redit 
rom “shaky” 


such, after investigation by 


Some ot requests come 


customers and = most 
salesmen, 
ire denied. There’s also more liberal 
ise of credit by established firms, many 
of whom are using their capital funds 
tor expansion of their own business o1 
Keeping them handy tor “bargain buys”’ 


which have been making appearance 
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on this market trom time to time. 

Most jobbers preter open account 
business to cash business here when an 
account has a top rating and salesmen 
would rather have it that wav; thei: 
experience has been that such accounts 
are easier to keep with the house tor 
all their needs than those operating 
Ona cash basis. 

There's strong probabilities that in 
creasing tightness of credit here will 
lead to cash-and-carry business within 
the very near future and discounts go 
Ing right along with it ...such a situa 
tion Is tar from new to this area and it 


is generally felt that some of the small 


er institutions will change over to such 
a policy as business gets tougher and 
the larger houses clamp down tighter 
on credit. 
Cleveland's 


generally cover most of northern Ohio 


electrical wholesalers 
thoroughly. Some extend operations 
into neighboring states but such wide 
territories are generally served only by 
the general wholesale and chain houses. 
Most independent houses confine thei 
activities fairly well within a hundred 
Nearest 


itive cities are Cincinnati and 


miles of Cleveland. compet 

Louis 
ville on the south, Indianapolis and 
Chicago to the west, Detroit to the 
north and Pittsburgh to the east, al 
though smaller operations in 
cities such as Toledo, Buttalo, Akron 
othe: 


some 


and cities within the general 
area, are competing in the fringe-te: 
ritory areas, 

I-xpansion of present territories by 
local jobbers appears extremely doubt 
tul for 


house has all that it can do to handle 


the near future; nearly every 


the needs of the immediate territory 
and will be in such a position tor a long 
time to come. While the average inde 
pendent covers less territory than in 
most other cities we have \ isited, he has 
a much 


greater concentration of ac 


counts in that territory than in those 


other areas. The same holds true for 
the average jobber salesman’'s activ 
J ae his general overall area 1s 


much smaller but he puts just about 
miles on his shoe-leather o1 
Den 


ver... probably shoe-leather gets a 


as many 
tires as his brother in Seattle o1 
much harder work-out here than in 
any other city we have visited. 

Deep winter offers the only adverse 
conditions to territory coverage in this 
area and it has the additional advan 
tage Of an OCc< asional shot at wild 
game which salesmen have been known 
to take which 


with the equipment 


somehow or other managed to be in 
the backseat next to the catalog. Travel 
conditions are good during most of 
the vear, fine roads reach into every 
section of the territory, and territory 
travel has little adverse effect on any 
salesmen... some preter it to city sell 
ing jobs tor there is slightly more op 
and take things 


portunity to “visit” 
; territories. City 


‘easy in the country 


salesmen have to stav ‘“‘on the go” all 


of the time in the Cleveland area and 


accounts are generally too busy to in 


dulge in any pleasantries; the aver: 


ire 
Cleveland businessman is pretty much 


all business trom dawn to dusk 


tough competition makes it so! 

































...and for 
fluorescent lighting 
| insist on 








OE oR oe 


You’re wise, too, when you insist on Certified Ballasts, 


That’s one way to assure— 


® Full rated lamp life 
® Quiet operation 
® Long, dependable performance 


® Full rated light output 


Certified Ballasts are better because they are built to rigid specifications 
that assure high performance—then are tested, 
checked and “certified” by impartial 


Electrical Testing Laboratories, Inc. 





} 
4 


ay 
af / ERTIFIED BALLAST MANUFACTURERS 


Makers of Certified Ballasts for Fluorescent Lighting 


2116 KEITH BLDG., CLEVELAND 15, OHIO 
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PACKED 


ATTENDANCE AT EVERY CONFERENCE 


DEMONSTRATED 


IMMENSE INTEREST 


IN “PL” PROGRAM. 


A“Planned Lighting” Program 
For Planned Profit Selling 


Four day exposition and conference of Electric League of Western Pennsylvania 


focuses attention on the outstanding sales opportunities inherent in the Planned 


Lighting program for industry, commerce and the home, wherever wholesalers and 


salesmen gear into the local sales and promotional efforts of other branches of the 


electrical industry 





Hk powerful impact and influ- 
, of a well-devised local pro- 

motion of the Edison 
Institute's nationally launched Planned 
Lighting program was ettectively dem- 
onstrated at the Tri State Lighting 
Exposition and conference sponsored 
by the Electrical League of Western 
Pennsylvania, at Pittsburgh in which 
electrical wholesalers actively 


pated, 


partici 


t Planned Light 


Nense potential benetits 


Fally realizing th 


ne WwW ith Its 1n 


Kelecti ic 


to industry, commerce and the home 
\IUST te 


sold to salesmen and COnNsUmMe! 


and 
alike, 
the league set up the 4-day exposition 
efMective 


and quickest means otf putting across 


propel ly promoted 


and conterence as the most 
Planned Lighting in this area. 
Particularly important is it to note 
that the local promotion was the result 
ot the concerted ettorts ot a// segments 
ot the Industry : 


hehting TATU Tae 


turer. wholesaler, contractor and util 


t\ all working together to turthes 
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the cause of Planned Lighting in the 
territor,s thes serve. 
With its colortul 


exhibits, with its educational and up 


and instructive 
to-the-minute conterences for all those 
interested in the subject, the exposition 
fully set the 
stage and built up an appreciation in 


and conterence has now 


this area not only for better lighting, 


but for Planned Lighting in. stores, 
ofhces, industrial plants and schools 
for many vears to come. 


There is little doubt but what ben 
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ficial and lasting results can be accom 
plished trom this dramatic way of pre 
senting the latest developments and 
techniques in the application of light 
sources and lighting equipment to aug 
ment the individual promotional and 
sales efforts of all those concerned. 
‘To back up the visual exhibits and 
demonstrations were the caretully 
planned, daily conferences on lighting 
at which recognized national and local 
lighting authorities addressed large 
groups of electrical wholesalers, ele 
trical contractors, school administra 
tors, ofhce managers, industrial plant 
electricians and store 


operators and 


owners, 


Large attendances marked each 





RK. Whitney 


“For a better world”... 
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SEVEN HUNDRED PERSONS REPRESE 





meeting and clearly showed the keen 


Planned 


the desire for more specific intorma- 


interest in Lighting and in 


tion on the correct application of new 


developments in lamps and_ lighting 


equipment. 

The remarkable success of the un 
dertaking was due to the many hours 
ot hard work willingly contributed by 
the various committees whose mem 
bers were drafted from all branches of 
the electrical industry and is a splen- 
did example of the results that can be 
achieved when interdependence is fully 
realized and inspires this type of co 


operative eftort. 


NTING ELECTRICAL INDUSTRY PERSONNEL PACKED BANQUET HALL, 





in the operation of the local electrical 
wholesaler, it is hardly necessary to 
point out once again that it presents a 
wonderful opportunity for the electri- 
cal wholesaler and his salesmen to 
translate “run-of-the-mill” lighting in- 
to “Profitable Lighting.” 

(j;00d lighting always means the sale 
of many more fixtures and much more 
wiring, whereas every poorly laid out 
lighting installation is a costly mistake 
that 


neither the wholesaler nor his 


salesman can attord to make todav. 


The following are excerpts from speeches 
Tri-State Planned Lighting 


In tying the Planned Lighting pro- aa oe wh 
gram and its benefits down to its place Exposition and Conference. 


A Wholesaler Looks At 
Planned Lighting 


By KR. L. Whitney 


\pparatus and Supply Manager 
Westinghouse Electric Supply Co., Pittsburgh 


LANNING more than any othe: 
activity is the crying need of all 

our present day activities... 
Way back in 1938, 1939 and 1940 
we managed to slog along in pretty 


good shape... We had light, but it was 





haphazard light, designed, offered for 
sale and bought largely on the basis of 
expediency in an economy and in a 
world where good enough was ample. 
Where too little thought was given 
to the tact that a 


low price is not 
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necessarily the measure of a good in- 
vestment, where the necessity to mass 
produce was recognized hazily, but the 
urge to acknowledge that necessity was 
submerged in the frustration of a de- 
pression not yet entirely rectified. 
We were doing too little planning 
and too much drifting with the tide of 
a sick economy and a sicker world. 
Now let’s use that background to fix 
for ourselves a bench mark for today 
and tomorrow. It should not be too 
hard to so orient ourselves that lighting 
can be made to take its place in the 
foretront of the bright new world. 
Our workmen must be able to read 
their micrometers at their machines 
without guessing that their products 
are well within allowed tolerances. 
Our products must fit when they are 
assembled with other products. Our 
children must go to schools where no 
handicap of poor illumination balks 
their absorption of an education that 
can fit them for the leadership that is 
their heritage. Our people must have 
means for relaxation from their work 
outside working hours. They must be 
able to read or knit or play games 
without being forced to accept eye 
strain as a necessary evil in order to 
achieve a change of pace. 
If we are to do that far from easy 
job all of us must do a lot of planning 


and it is already late in the day. Just 
take a look at the tools with which 
you work. Instead of a system of light- 
ing based on the incandescent lamp 
you have a fantastic list of light 
sources each of which will play its full 
part in our planning for the adequate 
and correct lighting demanded... 

Unless you plan for adequate light- 
ing and sell your plan we cannot do 
our part in seeing to it that our offices, 
schools, stores and shops have an ade- 
quately high level of illumination re- 
gardless of past rules of thumb. Unless 
we plan, certainly we cannot hope to 
raise the level of our area’s production. 
It isn't hard to prove you have to have 
some light to see. It is a bit more difh- 
cult to prove to the man spending his 
dollars that the difference between ten 
footcandles and fifty in an office is as 
great as the difference between none 
and ten footcandles and worth four 
times the money... 

Now let’s get selfish and take a look 
at this planning we are talking about. 
World and national markets are full 
of mouth-filling terms and imagina- 
tion-defying sums of money. For in- 
stance, it is a known fact that if we 
ride along and do no more than the 
obvious there is a national demand for 
new lighting fixtures of some 11% bil- 
lion dollars. If we wholesalers do a 


planning job and se// the lighting that 
is actually needed in that market the 
figure becomes 712 billion. 

The wiring and _ installation for 
these two kinds of jobs in which we 
are also more than just casually inter- 
ested is 750 million or it could be 3'10 
billion if we were willing to add the 
magic of smart planning to the hum 
drum job of order taking. Those highe1 
markets can result if we condition out 
selves to the fact that the war is over, 
our customers are past the point where 
they will accept only that which is 
instantly available and are beginning 
to demand that they be offered light 
ing designed to do the job they want 
done. The smart wholesaler will sell 
not the lighting job that is “good 
enough.” He will save the breath re 
quired to pronounce one word for the 
planning that it takes to sell a good 
lighting job... 

\ly company is committed to do its 
full share in improving the productive 
capacity of this area. We are com- 
mitted to do our full share in the im 
provement in the quality of the prod- 
ucts that go out from this titanic work 
shop. We agree with the Electrical 
League and all of you wholesalers 
that Planned Lighting is the first full 
step toward realization of those com 
mitments. 


Putting Punch In Your Planned Lighting Program 


By Harold H. Green 


Advertising Division 


Lamp Department, General Electric Co. 





“Profitable for everyone” ... H. Green 


HE concept of Planned Lighting 
is so right — right for evervbody 
that it was and is bound to succeed if 
intelligently and adequately sponsored 
and supported. 

During the years I have enjoyed in 
the lighting industry | have seen many 
fine programs, such as Better Light- 
Setter Sight and Light Conditioning, 
launched and arduously developed to 
success. Never before have I seen a 
program so quickly accepted and so 
universally supported as the Planned 
Lighting program... in my opinion, 
the reason for this speedy acceptance 
and tremendous support of Planned 
Lighting is simply that Planned Light- 
ing is Profit Lighting—profitable for 
the user, profitable for the maker, 
profitable for the se/ler... 

The cost-of-living index has gone 


up +0 percent during the ten vears 
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since 1938 but the index for the cost of 
light bulbs has decreased 25 percent 
during the same period. ‘Today each 
$1.00 spent for fluorescent lamps will 
bring the user as much as he received 
tor $8.00 ten years ago... 

Here are a few facts, some of which 
you no doubt already know and all oft 
which should be of interest to whole 
salers 

1. The average wholesaler took in 
twice as many dollars from lamp bulb 
sales in 1947 as he did in 1935, 

2. Audits of the supply sales of 100 
electrical wholesalers show that lamps 
and lighting account for 26.4 percent 
of total sales and 29.3 percent of the 
OTross profits ani 

Here are the things that wholesalers 
are doing today to put punch in then 
Planned Lighting program: 


1. Publishing catalogs which explain 
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and sell the advantages of Planned 
Lighting and list desirable equipment 


for each lighting market. 


2. Selecting and training salesmen to 


plan lighting as well as they sell light 


ing fixtures. 


3. Selecting and training contractors 
to sell Planned Lighting and make the 
kind of fulfill the 
plan. 


installations that 


4. Designing and operating Planned 
Lighting display rooms which help 
demonstrate lighting quality as they 


sell equipment. 


). Advertising Planned Lighting 


service to consumers and to contractors. 


6. Tieing in to the Planned Lighting 
program of the utilities which serve 
and sell their customers. 


In short as one well known utility 
lighting man recently wrote me, “We 
know that 
Planned 


are trving to sell with our heads as well 


gains from 


evervbod\ 


Lighting, and so todav we 


as with our feet.” 


The New Lighting Frontier 
For The Contractor 


. p ° 

By Paul M. Geary 
Executive Vice President 
National Electrical Contractors 


HERI 


try and you don't have to go west 


is a frontier in this coun 


to find it. You can just walk down the 
thoroughtare ot your own city o1 look 
nto the homes anywhere in the U.S.A. 
and you will find this new frontie: 
This Planned Lighting Program is 
an attempt to boost unimaginative 
woodsmen, such as we, above the un 
dergrowth so that we can see what 
goes on around us... 


\We know what happened when the 


war ended. Lighting had proved itselt 


as one of American production's great 
est secret weapons. All industry, tran 
tically jo keying tor position mn the 


reconversion race, demanded more 


light. It was hard to get and it was a 
seller's market par excellence... 

\ lot of this super lighting went 
66 





“PLANNED Lighting from the Man Who Plans” was the theme of this cooperative 
display of the Electric League of West Penn. and the Tri-State utility cos. 


lighting installations the past three 
vears have been bad. Some have been 
But the fact 
overall we have not done as well as 


excellent. remains that 
we could have. We probably did pretty 
good considering the temptations and 
the conditions put into the way of a 
ane more perfect accomplishment. 
Association A ; ; 
Fortunately, today there is sweeping 
the country the concept of Planned 
into places that did not have a wiring — Lighting. \We contractors who stand 
system adequate to sustain the load. 
A lot of equipment went in that was 
sub-standard and poorly engineered. 
And what is even worse—because it is 
taking longer for the customers to find 
out about it and thus prolonging the 
agony —pertectly good equipment went 


in on adequately wired systems but 
went in poorly laid out and designed. 

Any of these things could deteat a 
less robust servant than lighting. We, 
I mean those of us who constitute this 
lighting industry —the interdependent 


manufacturers, W holesaler, contractor, 


utility worker—were able to survive 
our errors simply because we have in 
hands something the public must 


t 





rave 


Paul Geary 


I do not mean to infer that all “A long hard road”... 
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in the front line between the customer 
and the supplier regard this as the 
most fortunate event since the end of 
the war. 

Now for the contractor. He simply 
has got to start selling. He’s got to 


build up an organization competent to 
perform the complete Planned Light- 
ing job. Many have. Those who aspire 
to this business have to follow suit. 
There is no short cut. The road is long, 
hard and expensive. But the rewards 


Profits Plus 
From Planned Lighting 


By Berlon C. Cooper 
Eastern Editor 
“Electrical Construction and Maintenance” 


UST what is Planned Lighting? 
No doubt it means something dif- 
ferent for each segment of the Light- 
ing Industry. To the producers—man- 
ufacturers of lamps, lighting equip- 
ment and components — it means an 
opportunity to produce and sell more 
of their products. To the wholesalers 
distributors of lighting products — it 
means greater sales on one of the most 
profitable lines they handle. To the 
electric utilities—producers of electric 
it means increased load and 
greater revenue. To the electrical con- 


powel 


- retailers and installers of 
lighting equipment 


tractors 
it means an op- 
portunity to more than double their 
sales on lighting, with a similar in- 


crease in additional wiring, mainte- 
nance lamp renewal business and other 
related items. 

No doubt many of you will think 
this is a rather cold-blooded, realistic 
appraisal of Planned Lighting. It is. 
But the lighting industry can also look 
at Planned Lighting idealistically .. . 


Not Just Lighting — But Lighting Results 


Planned Lighting offers the lighting 
industry, and especially electrical con- 
tractors, the opportunity to use oul 
full knowledge and technical “know- 
how” to provide the right light for 
each seeing task. It offers the oppor- 
tunity to sell lighting for comfortable 
seeing, of the right quantity and the 





THROUGHOUT the four days, industry personnel and commercial and industrial 
customers flocked to the exhibit displayed great interest in the lighting exhibits. 
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We contractors realize our respon- 
sibilities. We believe that positive steps 
are needed to assure the public of light- 
ing satisfaction in view of what has 
gone on in the past. 





“PL offers enticing profits” 


... B. Cooper 


right quality. It offers the opportunity 
to sell lighting resu/ts, not just light 
ing fixtures, reflectors and equipment. 

The electrical contractor is often 
called “The KEY Man in the Planned 
Lighting Program.” He is given this 
distinction because of his position in 
the channel of product distribution. 
He is in daily contact with thousands 
of prospective lighting customers. He 
is the on/y one who can quote the light 
ing consumer a complete price on a 
Planned Lighting layout, including 
wiring and installation. Moreover, he 
is a local citizen and business man, al 
ready known to the lighting consumer. 

The electrical contracting industry, 
however, has an obligation to the 
wholesaler, the electric utility and the 
lighting equipment manufacturers. 
The lighting market is big, and profits 
look enticing. Unless the contractors 
DO recognize this obligation and set 
up organizations to do this lighting 
iob ahead, backed up by worthwhile 
budgets for salesmen and lighting en- 
sineers, local advertising and similat 
promotion, then they can expect the 
lighting industry to do the job some 
other way. Planned Lighting offers a 
bigger market, with bigger profits, 
which will support such an activity 


by the electrical contractors. 








the Planned Lighting exposition and conference of the Electric League of Western Pennsylvania at Pittsburgh. 


ELABORATE exhibits by forty-seven major manufacturers of commercial and industrial lighting equipment were featured at 


To Do Or Not To Do 


By J. S. Schuchert 


General Chairman of Exposition 


Commercial Sales Manager, Duquesne Light Company 


iP THE majo ity ot cases the elec- 
trical contractor is his own boss. 
Decisions are made by one man or, at 
the most, a few people. Thus, “To 
Do Or Not To Do” is not a decision 
made by a staff, a group of department 
heads, a board of directors. Exhaustive 
studies and research are not prerequi 
sites. 

Decisions are based partially on ex- 
perience, sometimes on personal ideas 
and biased opinions, frequently on 
hunches. 

The Planned Lighting program puts 
squarely up to the contractor the prob- 
lem of making a decision—““To Do O1 
Not To Do.” 

“To Do” means to serve your cus 
tomers properly, to cooperate with 
other branches of the industry, to sell 
lighting and, incidentally (which of 
course is not incidentally to any of 


you) to increase materially your busi- 
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ness and profits. 

“Not To Do” in the lighting busi- 
ness means just to continue what many 
contractors have been doing... the old 
procedure (which has gone om since 
the time the use of electric light was 
first introduced) pictures the contrac- 
tor just as an installer. He puts up 
fixtures and connects them with wires. 
He casually examines a place to be 
lighted and, without any scientific 
rhyme or reason, decides “we ought to 
put one here’ and “we ought to put 
one there” and finally has some kind 
ot a hodge-podge lighting arrange- 
ment which he connects with wires. 
\lost times the result is poor lighting, 
inadequate wiring, low sales, minute 
profits at 

Of course, the obvious difference is 
installing, not selling, one poor job as 
against developing and selling an en- 


tire market — the difference between 
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“Poor jobs set a low standard” 
J. Schuchert 


selling your business “down the river” 
as against building up an acceptance, 
an appreciation, a real value on the 
services you render and the results 
they bring to your customer. 
Remember poor jobs set a low stand- 
ard and result in other poor jobs. 
Conversely, good installations set a 
high standard and make it easier to 
sell more quality jobs! All of the 
romantic songs which have been writ- 
ten, “I Can’t Get Along Without 
You” or “Need You” applies to the 
Planned Lighting program and _ the 
electrical contractor. The Planned 
Lighting program (PL) needs you! 


























Planned School Lighting 
Challenges School Administrator 


By Dr. O. H. English 


Superintendent 
Uniontown Schools, Pennsylvania 


Mw ANALYSIS of the population 
ot the United States would re- 
veal that nearly 25 percent of the total 
population of the country 
in schools, colleges, o1 


About 22 million in the elementary 
schools, 7 million in high schools and 


are pupils 
universities. 


around 2 million in our colleges and 


universities. In addition, there are 
nearly 1 million teachers and _ profes- 
sors engaged in the field of education. 
This makes a grand total of around 32 


million and 22 


percent of our total 
These 


seem beyond our comprehension... 


population. national 


figures 
Education today is for everyone. 
Theretore, we cannot think of the 
20 percent who are in our schools each 
day, but we must realize that 100 
percent of our people will be subjected 
to the schoolroom conditions which 
prevail. 


With this real life situation facing 


us why shouldn’t school administra- 
tors be challenged by planned school 
lighting, if it has any merit... 
Several public schools have set up 
experimental rooms to determine the 
relative effects of planned school light- 
ing. In every case it has proven: 





“We have three light sources’”..A. Paulus 


First. That school lighting intlu- 
ences scholarship, and its influence is 
great enough to demand our considera- 
tion. Studies reveal that after a class- 
room has been redecorated, daylight 
controls installed, seating rearranged 
and proper lighting facilities installed 
conducive to good seeing, the attain- 
ments of the students have been in- 
creased around 25 percent. 

Second. Adequate school lighting 
influences and student atti- 
. attitudes can be constructive, 
destructive or obstructive. Construc- 
tive attitudes are far more apt to be 
prevalent in a cheerful and well-lighted 
classroom 


teacher 
tudes.. 


. Planned lighting pro- 
duces a psychologically pleasant atmos- 
phere and the morale of teachers and 
students is raised upon a higher plane. 

Third. That planned school lighting 
aids good health. Associated with eye- 
strain are many physical ills, like head- 
aches, nervousness, nausea and general 
fatigue. When extra energy is ex- 
panded for seeing the nutritional bal- 
ance is affected. Health being one of 
the first cardinal principles of educa- 
tion, it is well to know wherein atten- 
tion can be focused for improvement... 





“Education in a truer light”... Dr. English. 


A conservative estimate of the needs 
for new school buildings and an im- 
provement or a modernization of pres- 
ent school plants in our great country 
is about 6 billion dollars... 

School administrators must be alert 
to their responsibilities in providing 
the schools and the community with 
the knowledge and direction which 
will bring them “education in a truer 
light.”” They should interest lay groups 
P.T.A.’s and 


the schools. 


such as service clubs, 
others in the needs of 


Cooperative community action will 
bring results... 

School architects hold a unique po- 
sition and therefore must be right up 
to date in their recommendations and 
foster at all times the importance of 
adequate lighting, rather than initial 


costs. 


Planning For Good 
Industrial Lighting 


By A. Paulus 
District Engineer 
Lamp Division, Westinghouse Electric Corp. 


HE past ten years might be classi- 

fied as the Renaissance Period of 
Industrial Lighting. The industrial- 
ist’s realization of the need for in- 
creased production, lower manufactur- 
ing cost, greater precision and im- 
proved personnel relations are making 
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scientific advances acceptable to most 
industries. Industrial lighting stand- 
ards prevalent before the war are fast 
becoming obsolete. Many factors are 
contributing to this. 

The war taught us the importance 
good lighting plays in solving manu- 
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facturing problems. Many bottlenecks 
in production were solved by the scien- 
tific application of artificial light. 

Our expanding knowledge of the 
relation of light to vision, and a reali- 
zation of the importance of good vision 
to industrial operations, was an im- 
portant factor in stimulating engineers 
to seek better methods of applying 
lighting. 

The detailed studies in specific in- 
dustries by the Illuminating Engineer- 
ing Society taught us the importance 
of high level, good quality illumina- 
tion to efhicient operation ot manutac- 
turing processes. 

Probably one of the most important 
factors was the development of new 
and more efficient light sources. Pre- 
vious to the war we had just one 


acceptable light source—the incandes- 


cent lamp. Lighting engineering con- 
sisted chiefly in deciding if an industry 
should have 10 or 15 footcandles; if 
we should use 200 or 500 watt lamps. 
High intensities, such as 50 foot- 
candles were in most cases not prac- 
ticable because of economics involved, 
excessive glare and other factors inher- 
ent in this lamp. 

The introduction of high intensity 
mercury vapor lamps, closely followed 
by the development of fluorescent 
lamps, has changed all of this. These 
new sources with their very high efh- 
ciency, large light emitting surfaces, 
and low infra-red or heat output, has 
made high intensity illumination prac- 
ticable from an economical, as well 
as quality of illumination, standpoint. 
However, these same developments 
have caused complications in applied 


Pros And Cons 
Of Sources And Systems 


By Don P. Caverly 
Director of Commercial Engineering 


Sylvania Electric Products, Inc. 


ITH so man 


sources, and so many fixtures 


types of light 


and lighting systems available today, 
it is somewhat surprising that there 
is not more confusion on the part of 
the engineer or office manager who is 
charged with providing the best light 
in his offices. However, a brief analysis 
of the pros and cons of each should 
help in reaching a conclusion. 

Basically, the problem, if there is 
one, centers around one major factol 
brightness. The factors of quantity of 
light, installation cost, operating cost, 
maintenance cost and a few others are 
largely a matter of calculation. A pur- 
chaser of new lighting can select what 
he wants, and get it, on the basis of 
figures. He may choose 50 footcandles, 
for example, decide about how much 
he will pay for the job and within 
reasonable limits, reach his goal. 

But regardless of whether he pays 
a lot of money or a small amount, 


70 


unless the brightness of the installation 
and the illumination it produces is 
within tolerable limits, the system can 
be unsatisfactory — and an expensive 
installation may be as bad as, or worse 
than an inexpensive one. 

Sources and systems, then, should be 
chosen on their merits as producers 
of comfortable illumination first, and 
then these merits weighted against the 
quantity of light and cost factors. 

In general, incandescent sources can 
be satisfactory up to the point where 
the quantity of light required demands 
intolerable brightness of either the fix- 
ture or the ceiling, as in a totally in- 
direct system. This limit has been said 
to be in the order of 30 footcandles, 
and is due of course, to the high bril- 
liance of high wattage incandescent 
lamps, but much depends upon the 
nature of the area, its ceiling height, 
and the brightness contrast prevailing 
within the room. 








and properly planned illumination. 

Today instead of one light source 
we have three — no one of which is a 
cure-all for every industrial lighting 
job. Each one has advantages and dis- 
advantages which must be analyzed 
before application to each individual 
lighting problem. Efficiency of the 
light source is not always the deciding 
factor. Such items as accessory of con- 
trol, simplicity of wiring circuits, low 
surface brightness, color of light, in- 
itial equipment cost, operating costs, 
maintenance costs, type of current 
available, must be studied before a 
proper lighting system can be correctly 
designed.Industrial lighting has there- 
fore moved out of the prosaic stand- 
ardized class into one more complex, 
one which must treat each problem as 
an individual case, 





“Major factor—brightness”...D. P. Caverly 


About 30 footcandles, fluorescent 
sources are indicated because of thei 
shape and relatively low brightness, 
and there are many areas where they 
would be more satisfactory tor lowe: 
levels of light. 

Fixture selection is not necessarily 
to be governed by appearance and price 
alone. Office lighting systems should 
be chosen for their brightness pertorm- 
ance as well as their efficiency. This 
means proper shielding by either glass, 
plastic or louvers. It also means proper 
mounting or hanging methods with 


respect to fixture design. 
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“Lighting is a big business” ; 
E. C. Huerkamp 


AY business as it becomes larger 
becomes more complex and to 
succeed and make further progress re- 
quires real leadership, real enthusiasm, 
real knowledge and coordination of 
effort. Otherwise it is sunk by compe- 
tition. The lighting business is no dif- 
ferent. Our competition is all the 
products that go into construction 
bricks, paint, furniture, floors, etc. 
The lighting business today is a big 


business. Let me give you just a few 


25 


vette 


A Challenge To 






The Lighting Industry 


By E. C. Huerkamp 
Sales Manager 
Lighting Division, Westinghouse Electric Corp. 


figures emphasizing this point. In 1947 
the fixture business, all types included, 
amounted to about $500,000,000. The 
lamp 
amounted to close to $400,000,000. 
The electrical energy required to oper- 
ate these lamps and lighting fixtures 
amounted to $1,200,000,000. That, 
indeed, is big business. 

Yes, the lighting business is a big 


business, all types included, 


business, but is it big in spite of us or 
because of us? I think this business has 
grown in spite of us. Actually, have 
we really sold lighting ? Independently 
we have been selling our own products, 


whether it be a lighting fixture, a wir- 





iF YOU ARE A MEMBER OF THE 
ELECTRICAL INDUSTRY 
YOU SHOULD BE A MEMBER OF 


INQUIRE HERE 


ing installation, or current... 

For the last seven or eight years we 
have had a very easy life in the lighting 
the utility, the dis- 
tributor, the contractor and the manu 


business, everyone 


facturer have had more business than 
they were able to handle, but it is going 
to be different in the future and unless 
we are prepared we are going to lose 
to our competition. Too many of us are 
thinking only of our little individual 
problems, we fail to realize that the 
biggest job we have to face is to build 
our industry into a bigger industry so 
that our individual share will be much 
greater. 







THE REGISTRATION DESK DAILY PRESENTED A CROWDED VIEW FROM OPENING UNTIL CLOSING. 
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Fans and 





PORTABLE 16-inch fan is mounted on stand with wheels for easy moving from one 
room to another. The complete assembly weighs 35 pounds. It is powered by a 2- 
speed, capacitor-type induction motor. Westinghouse Electric Corp., Pittsburgh, Pa. 








UTILITY FAN 


A fandesigned for use in equalizing tempera- 
ture and humidity in cold storage, milk cool- 
ing, meat storage rooms and quick freezing 
rooms. The motor is totally enclosed and 
equipped with ball bearings so that the fan 
can be operated from any position. The 
blades are all steel, die stamped and die 
formed. The fan is available in two sizes, 20 
inches and 24 inches. The 20 inch model 
delivers 3,000 cfm. and the 24 inch delivers 
4,800 cfm. Chelsea Fan & Blower Co., Inc., 
1206 Grove Street, Irvington, N. J. 





"Sa 


Me 
M 





‘ CORO 


aii siti qi = 







+ * *?* : 
cunt Vt Un 


CORY 


i HH 


i 

au AY 

iil ; 
re 


ee? 





——F 

—— 
—s 
— 
—=— 


- 





) 


2 = 
— 





‘4 
~~ 
—" 














WALL MODEL HEATER 


This electric heater designed to be recessed 
in the wall, features a built-in thermostat with 
adjustable control for maintaining any desired 
temperature. It heats by both radiation and 
convection. The vertical semi-cylindrical 
heating element consists of nickel-chrome 
wire supported by a ceramic post. The heaters 
are available in 1500, 2000, 3000 and 4000- 
watt capacities and operate on 230 volts, a.c. 
They are approved by Underwriters’ Labora- 
tories, Inc. Electric Heating Department, 
Westinghouse Electric Corp., Emeryville 8, 
Calif. 





KITCHEN AND BATHROOM FAN— 


This kitchen and bathroom ventilating fan is 
adapted especially for use in apartments and 
homes. It is made in eight, ten and twelve 
inch sizes and can be arranged for wall, ceil - 
ing, window or glass block installation. It is 
finished in baked white enamel and has an 
induction type motor. Current, 110 volts, 50 
or 60 cycles, a.c. Scott-Newcomb, Inc., 
1442 So. Boyle Ave., St. Louis, Mo. 


i 
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FAN 


This all-purpose, two-speed fan is 30 inches 
square and 51% inches deep. It can be 
mounted in a window, or on a pedestal, shelf, 
counter or floor. A front grille protects the 
blades. It has a 1% hp. thermally protected 
motor. The fan is a reversible type and can 
be used to exhaust heat during the daytime 
or pull in cool air at night. The Peerless 
Electric Co., Warren, Ohio. 
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Ventilating and Heating Equipment 











FAN AND HEATER 


A combination fan and heater constructed of 
steel and aluminum. It has an induction type 
motor, 115 volts a.c., 50/60 cycles, 1320 
watts. The four blade fan measures six inches 
in diameter. The entire unit weighs six pounds 
and has a six foot cord attached. The unit may 
be changed from a cooling fan to a heater by 
means of a 3-position switch. Underwriters’ 
Laboratories approved. The Swartzbaugh 
Manufacturing Co., Toledo 6, Ohio. 





UTILITY FAN 


This 14-inch utility fan for office, store and 
home has a fan head adjustable within a 90 
degree angle. The four-wing aluminum blade 
delivers 1600 cfm. Fan has a 1500 r.p.m. 
motor with a polished aluminum canopy. A 
heavy chrome guard supports the fan head 


assembly. The base is constructed of heavy 
bar-stock steel and is attached to the guerd 
by knurled plastic knobs. Dayton Electric 
Manufacturing Co., 748 West Adams St., 
Chicago 6, Ill. 





KITCHEN VENTILATOR 


An easy, quick means of removing the ceiling 
grille for cleaning has been incorporated in 
this home kitchen ventilator. The ventilator is 
available with single and dual blowers with 
ratings from 1500 to 2500 cfm. The ceiling 
grille can be slipped out or replaced by sim- 
ply loosening two holding screws. Trade- 
Wind Motorfans, Inc., 5725 S. Main St., Los 
Angeles, Calif. 





CEILING FAN 


When installed, this ceiling fan has only a 
polished cast aluminum grille visible. The 48- 
watt motor and fan assembly is attached to 
the grille to permit removal of entire working 
mechanism for cleaning. The fan has two 


aluminum louvers, one mounted in the end 
of the fan housing and the other mounted in 
the outside wall hood. Both open auto- 
matically when the fan is turned on and are 
gravity closing when fan is not in use. The 
fan has a 10 inch blade and is for use on 
110-120 volt service, 50 60 cycles. It has a 
rating of 650 cfm. Shepler Manufacturing 
Co., 1325 Sheffield Street, Pittsburgh 12, Pa. 





AIR CIRCULATOR 


The oscillating mechanism of this 24-inch air 
circulator has a safety feature that prevents 
the fan from tipping over even if it should 
oscillate against a wall or other obstruction. 
The mechanism arrests oscillation during the 
obstructed portion of the cycle and then con- 
tinues normal oscillation during any unob- 
structed portion. The circulator is driven by a 
1% hp. motor. It is a 6-pole, permanent split 
phase, induction type motor with three 
speeds. The motor is fitted with porous 
bronze bearings with ample oil reservoirs, has 
a dynamically balanced case aluminum rotor, 
and is totally enclosed to prevent accumula- 
tion of dirt from the air stream.Operation is 
on a.c. only, 105-120 volts, 50 60 cycles. 
G-M Laboartories, 4300 North Knox Ave., 
Chicago, Ill. 
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and Control Equipment 











INDOOR HANGING TRANSFORMER 


Besides the type provided with the usual cord 
and plug, this compact indoor window hang- 
ing transformer series includes types for use 
where local restrictions prohibit plug-ins. 
These units have a 1% inch threaded pipe 
fitting for rigid conduit or flexible conduit 
connections and are provided with 48 inch 
leads. The opposite end of the transformer is 
equipped with a standard switch and pull 
chain. Both the cord and plug, and pipe outlet 
models are available in four ratings, 9,000 
volts, 7,500 volts, 6,000 volts and 5,000 
volts, 18 m.a. Jefferson Electric Co., Bell- 
wood, Illinois. 





MOTOR 

Triple seal windings, having high torque 
starting characteristics are a feature of this 
line of type CSI capacitor start, fractional 
horsepower motors. The rotor is of all welded, 
pure copper bar construction. The motors are 
of splash proof design, have sturdy steel 
frames and die cast aluminum alloy and bells 
with cast-in terminal for easy wiring. Either 
solid or resilient bases are offered, slotted for 
easy belt adjustment. Frame ratings of 1%, 1/4, 
V3 and % horsepower, single phase, 60 
cycle, 115-230 volt can be supplied, with 
heavy duty precision sleeve bearings or ball 
bearings. Torq Electric Manufacturing Corp., 
1021 Interstate Street, Bedford, Ohio. 
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CiRCUIT BREAKER 


A circuit breaker that can be installed where 
an appliance or other equipment is plugged 
in. The circuit breaker cuts out on dangerous 
overloads and opens on short circuits. It is 
electro-magnetic and opens immediately on 
short circuits. Listed by Underwriters’ Lab- 
oratories, Inc. Ratings: 115 volt -6, 10, 15 
amps.; 230 volts, -6, 10 amps. Heinemann 
Electric Co., 152 Plum St., Trenton, N. J. 





TRANSFORMER 


This lightweight transformer for window hang- 
ing luminous tube signs has over-all dimen - 
sions of 914 inches by 3%6 inches by 3% 
inches. Transformer core is assembled from 
annealed silicon steel laminations and coils 
are vacuum impregnated. Fabricated trans- 
former is mounted in leak-proof compartment 
of case and sealed-in heat dissipating non- 
softening, non-cracking compound. Roomy 
compartment for primary cord connection and 
primary switch is at one end of case. Sec- 
ondary cables 20 inches long of Under- 
writers Laboratories approved high voltage 
wire have cable centers of 61/4 inches. Acme 
Electric Corporation, Cuba, New York. 





TIME DELAY RELAY 


This a.c. timing relay is designed for use in 
processing machine tool, signal, sound and 
other control equipments orsystems where an 
adjustable time delay, after closing the pilot 
circuit, is required for proper remote, auto- 
matic or sequential operation. By properly 
connecting external connection jumpers to 
the relay terminal board, two different timing 
sequences can be obtained. With one set of 
connections “delayed make"’ with a main- 
tained pilot circuit is provided. The other set 
of connections permits ‘‘instantaneous make" 
and ‘delayed break"’ with a momentary con- 
tact pilot circuit. The relay consists of a small 
synchronous motor, a differential gear system, 
a built-in brake assembly, a trip switch as- 
sembly, an accessible terminal board and an 
auxiliary relay. Ward Leonard Electric Co., 
Mount Vernon, N. Y. 





RELAY 


This relay has SPDT contacts rated at .35 
amps. at 60 VDC or 115 VAC (resistive 
load) and is only .35 cubic inches in volume. 
Its average power requirement is from .35 to 
.50 watts but can be made less by careful 
adjustment. Laminated phenolic keeps con- 
tacts above ground. It can be supplied with 
any coil resistance from 1 to 2000 ohms, for 
any voltage from 1 to 50 VDC. Advance 
Electric & Relay Co., Los Angeles, Calif. 
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MOTOR CONTROL CENTER 


This motor control center makes possible the 
controlling of any number of motors rated up 
to 200 hp. at 440 volts from one central 
location. It is designed so that all connections 
can be made from the front, thus permitting 
the centers to be lined up against the wall or 
in back-to-back fashion to conserve space. 
The control center consists of standard starter 
units which are slid into vertical, cabinet-type 
sections in “building block" fashion. The 
sections are 90 inches high, 20 inches wide, 
and 12 inches deep. Power connections to 
the starters are made by ‘“‘clothes-pin"’ con- 
tacts which grasp vertical busses in the rear of 
the sections when the starters are slid into 
place. General Electric Co., Schenectady, 
5, a F 





RELAY 


This output device for relay-terminated con- 
trol circuits and servomechanisms offers a 
3-position or null indicating polarized relay. 
The unit combines sensitivity and speed with 
a flexible contact structure of up to a maxi- 
mum of four normally open circuits for each 
polarity (total of eight) having power of han- 
dling capacity comparable with light to me- 
dium duty switching relays. When the coil is 
provided with two opposed windings for use 
in a push-pull output circuit, minimum differ- 
ential power requirements are approximately 
.005 watt per contact pole, and operation is 
entirely unaffected by variations in ‘‘stand- 
by" current. With a single-wound coil, about 
.0025 watt is needed per contact pole. The 





armature has ‘“‘snap-action'’ centering or 
detent, and does not move gradually with 
increasing coil current. Contacts, which may 
be ganged in double break or paralleled pair 
arrangement, are rated at 5 amps., 110 volts, 
a.c. nominal each. Open or hermetically 
sealed types are offered. Sigma Instruments, 
Inc.. 70 Ceylon St., Boston 21, Mass. 






TYPES OF 
ELECTRICAL 
RESISTANCE 


TEMPERATURE CONTROLLER 


This temperature controller uses a single 
electronic tube with an electrical resistance 
type bulb for thermal pick-up and is of the 
on-off type. The use of the resistance bulb 
permits location of the sensing element at a 
point remote from the control panel and 
eliminates the necessity of thermal compen- 
sation. The controller, which is non-indicating, 
may be used to control temperatures to close 
tolerances in solids, gases, or liquids. Units 
are available to cover the temperature range 
from -100 degrees F. to 1200 degrees F. 
and are adjustable within a range of several 
hundred degrees. Supply voltage may be 
115 or 230 volts 50 60 cycle alternating 
current. Load capacity is 30 amperes at 115 
volts, 20 amperes at 230 volts. A 5 inch by 
5 inch by 10 inch control panel, weighing 
less than 8 pounds complete, is furnished and 
is provided with conduit knockouts and a 
terminal board. Instrument Division of Thomas 


A. Edison, Inc., West Orange, N. J. 


wl, 


CAPACITORS 


A compact tubular electrolytic measuring 
only 5 inches in diameter and 21/ inches in 
length, with working voltages from 25 VDC 
to 450 VDC. The capacitors are enclosed in 
plastic cases. American Condenser Co., 4410 
N. Ravenswood Ave., Chicago 40, Illinois. 








TRANSFORMER 


This power circuit transformer is an air-cocled, 
dry type and is designed for the operation of 
control apparatus from the power circuit, 
supplying 115 or 230 volt circuits from a 
primary voltage of 575 or 460 230. It oper- 
ates on either 50 or 60 cycles and has 
capacities up to 371% kva., single and three 
phase. The transformer operates on any of the 
rated voltages up to 600 volts. It is totally 
enclosed and has a wiring compartment with 
knockouts for easy installation of conduits. 
Dongan Electric Manufacturing Co., 2985 
Franklin Street, Detroit 7, Mich. 





AMPLIDYNE CONTROL UNIT 


This packaged amplidyne control unit is de- 
signed for use on steel mill and similar mill 
and processing line control applications where 
speed, current, or voltage regulation are re- 
quired. The unit brings together in one 18 
inch by 12 inch by 11 inch package all the 
adjusting rheostats, capacitors, rectifiers, and 
instruments required for the amplidyne regu- 
lating circuit. The control, which has been 
designed for flexibility and ease of adjust- 
ment, uses small rheostats in place of con- 
ventional resistor units. It can be mounted on 
the front of the main panel board, recessed 
in the panel or mounted back-of-board. 
General Electric Company, Schenectady 5, 
N. Y. 
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COMBINING ART AND ILLUMINATION 
a new edition of picture lights which may be hung on a wall and plugged into 
any outlet. Lightolier, Inc., 11 East 36th St., New York, N. Y. 





FLUORESCENT FIXTURE 


A plastic-shielded, fully-enclosed, three- 
lamp fluorescent ceiling fixture designed 
primarily for home interiors. The shield en- 
closes lamps, starter and reflector. It is avail- 
able in three sizes, for use with 14-watt, 15- 
watt and 20-watt lamps. It can be attached to 
standard ceiling light holder with 4-inch or 
6-inch adapter, cord and plug, or can be 
flush mounted to ceiling. Markstone Manu- 
facturing Co., 1901-59 N. Springfield Ave., 
Chicago 47, Illinois. 





FLUORESCENT LUMINAIRE 


A louver type fluorescent luminaire which 
may be mounted flush to the ceiling or sus- 























Lightolier, Inc. has introduced 


pended from stem hangers. The louver assem- 
bly swings open from either side for ease in 
cleaning and relamping. Louvers and end 
plates are in aluminum with body of the 
fixture in white. The Miller Co., Meriden, 
Conn. 





FLUORESCENT FIXTURE 


This all-purpose industrial fluorescent unit 
uses 2-40 watt fluorescent lamps mounted in 
a reflector scientifically designed for maxi- 
mum lighting efficiency. The unit features 
strong steel wireway construction, with brack- 
ets and knockouts for chain suspension, rigid 
rod mounting surface mount, singly or in 
continuous rows. Reflector is 11 inches wide; 
finished in hard, glossy baked white enamel; 
wireway channel is smooth, durable gray. 
Operates on 110-125 volts, 60 cycles, a.c. 
Mitchell Manufacturing Co., 2525 Clybourn 
Ave., Chicago 14, Illinois. 





FLUORESCENT FIXTURE 


This fluorescent fixture features a unique 
“‘Jacknife"’ hinge that allows easier main- 
tenance and servicing of the fixture. The 
fixture is constructed in two parts, a ceiling 
plate or channel and a reflector assembly. 
The reflector assembly includes lamps, lamp- 
holders, starters, ballast, wiring, reflectors and 
louvers. A light-weight maintenance rod is 
furnished with the fixture and is used to lower 
the reflector assembly. The assembly is 
counter-balanced by a strong reeled spring 
so that it lowers slowly and easily. For 
thorough cleaning such as washing the fixture, 
the reflector assembly can be lifted from the 
channel. As soon as the fixture is opened the 
lamp circuit is cut out of the main line. When 
the fixture is closed the circuit is reestablished 
automatically. The separate ceiling plate or 
channel weighs 10 pounds. In installing the 
fixture, the channel part is hung on stems or 
ceiling and the wiring brought in. Connec- 
tions are made to the plug-in type receptacles 
in the channels and then the reflector assem- 
bly simply hinged to the channel part. The 
fixture is made in 2-40 watt and 2-100 watt 
sizes. Edwin F. Guth Company, 2615 Wash- 
ington Ave., St. Louis 3, Mo. 





FLUORESCENT FIXTURE 


This fluorescent fixture for two 40-watt lamps 
features a newly designed louver which, ac- 
cording to the manufacturer, gives greater 
cutoff from lamp glare 40 degrees crosswise and 
and 30 degrees lengthwise. The fixture may 
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Lamps and Lighting Equipment 








be mounted individually or continuously; 
flush to the ceiling, or hung pendant on a 
special stem set. Smithcraft Lighting Division, 
A. L. Smith Iron Co., 217 Everett Ave., 
Chelsea 50, Mass. 





ADJUSTABLE DOWNLIGHT 


Surface mounted individually or in-line with 
fluorescent troffers, this downlight may be 
adjusted to swing in a complete circle up to 
35 degrees from its vertical axis. The desired 
position of the lamp is assured by a factory 
pre-set tension. The type 150-watt PAR-38 
incandescent lamp with side-prong base is 
used in the downlight. Underwriters’ Labora- 
tories, Inc., approved. Pittsburgh Reflector 
Co., Oliver Building, Pittsburgh 22, Pa. 





FLUORESCENT FIXTURE 


This fluorescent lighting fixture is designed 
for individual or continuous row mounting on 
a horizontal or vertical plane. Lamp sockets 
are flush with ends of units, permitting back- 
to-back mounting for continuous row install- 
ations. Width of channel covers an outlet 
box. Made of heavy 20 gauge steel and fin- 
ished in baked white enamel, the fixture uses 
two 40 watt lamps (high power factor with 
brick type ballast). It operates on 110-125 
volt, 60 cycle a.c., and has knockouts for 
easy wiring-in and punched holes for screw 
mounting. Approved by Underwriters’ Lab- 
oratories. Mitchell Manufacturing Co., 2525 
Clybourn Avenue, Chicago 14, Ill. 





CIRCLINE FIXTURE 


This circline fluorescent fixture is constructed 
of 20 gauge zinc bonderized metal with a 
white baked enamel finish. It has a satin- 
finished permanent aluminum non-corrosive 
reflector with seven specially designed scal- 
lops. The fixture is designed to fit flush to the 
ceiling and is so arranged that the actual 
wiring is done after the main body of the 
fixture is fastened to the ceiling. The lamp is 
held rigidly in place by three point suspen- 
sion. Dimensions are: Over-all diameter,131/g 
inches; over-all height, 4 inches. 110-125 
volts, 60 cycle, a.c. only. Salem Manufac- 
turing Co., 4 Jefferson Ave., Salem, Mass. 





TROFFER FIXTURES 


This line of troffer fixtures is offered in 12 
inch, 24 inch and 1334 inch widths. All 
models are available in deep or shallow con- 
struction. The 12 inch and 24 inch fixtures 
are manufactured in the following types: 
Open, glass enclosed, baffled and louvered. 





The 1334 inch fixture is available only with 
Holophane Controlens. All models are 
treated against rust and are finished in high 
gloss baked white enamel inside, with grey 
baked enamel exteriors. Leader Electric Co., 
3500 N. Kedzie, Chicago 18, Ill. 





WEATHERIZED FIXTURES 


Industrial fluorescent fixtures are available 
with a special weatherizing finish which is 
said to make the units resistant to rust, cor- 
rosion, pitting and crazing. A special method 
of treatment chemically roughens the metal 
to provide greater adhesive surfaces for the 
plastic finish compound of thermo-setting 
paint resins and pure white pigments. Syl- 
vania Electric Products, Inc., 500 Fifth Ave. 
New York 18, N. Y. 


FLUORESCENT LUMINAIRE 


Adequate rigidity in shielding is assured by 
use of a unique two-piece aluminum louvre 
in this fluorescent luminaire. The plastic side 
panels are guaranteed to maintain their shape 
and color. The luminaire may be installed 
individually or in continuous mountings. 
Shape of the side panels and open louvre 
bottom keep dust and dirt accumulation to 
a minimum. Smoot-Holman Co., Inglewood, 


Calif. 


‘When Writing Mention ELECTRICAL WHOLESALING 









July, 1948 — ELECTRICAL WHOLESALING 












OUTDOOR FIXTURE 


This outdoor fixture has an aluminum arm and 
canopy and a porcelain enameled reflector 
which makes it rust-proof and weather-proof. 
it takes up to 100 watt lamps. Dimensions 
over-all are length 15 inches, depth 714 
Inches. The unit weighs four pounds. The re- 
flector is 10 inches in diameter. Jackson 
Electrical Co., 910 W. Van Buren St., 
Chicago 7, Ill. 





DESK LAMP 


A lamp designed for use with the half-circular 
fluorescent bulb. The bulb which is furnished 
with the lamp is rated at approximately 18 
watts. The lamp has a shade measuring 71/ 
by 141/ inches. It is 13 inches high and has 
a cast base measuring 6 by 12 inches and 
covered with heavy felt. The lamp is furnished 
with turn-button switch and ten feet of rubber 
covered cord. It is finished in electroplated 
statuary bronze with gold trim or steel gray 
with gold trim. Faries Manufacturing Com- 
pany, Decatur, Ill. 





UTILITY LIGHT 


A warning and utility light for use on a car 
that has been forced to stop at night, for 
repairing tires, map reading and locating 
engine trouble. The light may be used as a 
warning signal, flashing eighty times per 
minute. A flick of the three-way switch pro- 





vides a steady light. The light has a red plastic 
top. A permanent Alnico magnetic base 
allows the light to be attached to any ferrous 
metal part of a car. The light comes complete 
with 6 volt, 21 candlepower lamp and 12 
feet of rubber insulated cord. Perry Products, 
Inc., Kenilworth, N. J. 





SPOTLIGHT UNIT 


This spotlight unit for accent lighting and 
special lighting effects features an 8-inch 
Corning Lenslite glass bottom. The unit is 
made in recessed and surface types for 150- 
watt I.F. lamps. Surface types are trimmed 
with reeded aluminum side ornaments. Inner 
reflectors are of Alzack aluminum. Edwin F. 
Guth Co., St. Louis 3, Missouri. 





LIGHTING SYSTEM 





This louvered lighting system which provides a 
“ceiling of light’ is adaptable to almost any 
shape or size of room. The louvers are a 
standard unit system of vertical interlocked 
self-welded strips made of a special plastic. 
The louvers are translucent and transmit light. 
Hung side-to-side, the units cover the entire 
ceiling area in geometric arrangements and 
completely conceal the light sources and the 

xturzs Benjamin Electric Manufacturing Co., 


Des Plaines, Ill. 
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ISLAND LIGHT 


This all-purpose Island Light uses a base-up 
lamp and features a wiring trough with lamp 
holders which makes it easily adaptable to a 
wide variety of auxiliary lighting services 
such as are used for advertising displays, 
building illuminations, approach lighting or 
for supporting an integrated display piece. 
The lamp has complete weather protection 
for wiring and sockets. The porcelain enamel 
reflectors can be supplied in either red, green, 
cream or blue. Bright Light Reflector Co., 
Fairfield and State Street, Bridgeport 5, Conn. 





CEILING FIXTURE 


Ceiling fixture designed for the children’s 
bedroom has reproductions of Walt Disney 
characters on the globe. The globe is 8 inches 
in diameter. Base measures 11 inches in 
diameter. Fixture is 7 inches deep. Finished 
in egg shell and gold or cameo coral and 
gold. Globe Lighting Products, Inc., 16 East 
40th Street, New York 16, N. Y. 





OUTDOOR LIGHTING UNIT 
This universally adjustable fixture has a re- 
tractable spike in the base for sticking into 
the ground to hold fixture and lamp in place 
without tipping. Designed for lighting tees. 
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and gardens, garages and cottages, outdoor 
activities and night photography, the unit may 
be used also for lighting indoors. The spike 
disappears into the base housing when not in 
use. By retracting the spike the unit may be 
placed on a flat surface or used as a pin-up 
lamp. The porcelain keyless socket has a 
molded rubber gasket to protect against 
moisture. The unit takes an outdoor PAR-38 
bulb. The hood shade has holes in the bottom 
to permit water to drain off. Swivelier Com- 
pany, Inc., 28 Irving Place, New York, N. Y. 





OUTDOOR LIGHT 


This electric garden lighting unit consists of 
an amber globe mounted on a 24 inch shaft 
with an 8 inch push-in ground base to hold 
the lamp upright. Designed for lighting fish 
ponds, barbecue pits, driveways, rose arbors, 
shrubbery, rock gardens, or to light hazardous 
steps, flagstone paths, etc., the unit is installed 
by simply plugging into any convenient out- 
let. Steber Manufacturing Co., Broadview 
(Maywcod P.O.), Ill. 





SPOTLIGHT UNITS 


This spotlight unit is available in two models 
—for use with 2-40 watt, and for use with 
4-40 watt fluorescent commercial fixtures. 
Both models use a PAR-38 projector spot or 
flood lamp, adjustable in any direction by 
means of gimbal rings. Units may be used 
individually, inserted between two fixtures or 
added at either end of rows—flush or stem 
mounted. Mitchell Manufacturing Co., 2525 
Clybourn Ave., Chicago 14, Ill. 






ee 





FLOODLIGHTS 


These weather-proof aluminum floodlights 
are available in 200 to 1000 watt lamp sizes. 
Each unit comes complete with a silvered- 
glass Permaflector and a convex heat-resisting 
glass lens. Lens diameters range from 83 
inches to 1834 inches. The floodlight hous- 
ings are spun from one piece of sheet alumi- 
num. All units are Underwriters’ Laboratories 
approved. Pittsburgh Reflector Co., 419 
Oliver Building, Pittsburgh 22, Pa. 





SLIMLINE BACTERICIDAL LAMP 


This 25-watt slimline germicidal lamp is de- 
signed for starterless operation with standard 
64716 slimline lamp auxiliaries. The lamp will 
operate in any position. Characteristics of the 
lamp are as follows: Designation, G3616; 
rated watts, 25; over-all length plus lamp- 
holder, 36 inches; bulb designation, nominal, 
T-6; lamp current, 100,200 or 300 milli- 
amperes depending on rating of ballast; 
minimum open circuit voltage, 600; rated 
average life, 6000 hours (12 hours per start); 
maximum intensity (2537A) microwatts per 
square centimeter at one meter at 200 Ma, 
95; ultraviolet output at 2537A, 8.5 watts; 
ozone, negligible; base, FA-16 single pin. 
Lamp Division, Westinghouse Electric Corp., 
Bloomfield, N. J. 
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BACTERICIDAL LAMP_ 


Streamline designed in durable, lightweight 
aluminum, this home bactericidal lamp stands 
9 inches high and can be hung on an ordinary 
wall hook and plugged into any outlet. It 
operates on a.c. current. The unit is equipped 
with a special 4-watt ozone-producing ultra- 
violet bulb which is proven to last for approx- 
imately one year of normal use (2500 life 
hours). Circlite Corporation, 118 South Clin- 
ton St., Chicago 6, Ill. 





SOCKET 


An incandescent socket featuring a safety 
device to prevent electrical shock even if 
fingers are pushed deep inside the socket 
when the current is on. The safety device or 
automatic disconnect mechanism is comprised 
of a flat bronze spring in the bottom of the 
screw shell. The circuit can be completed 
only when the bulb is screwed into the 
socket, overcoming the tension of the safety 
spring. Although contact is made by screwing 
in the bulb in the same way as in the standard 
socket, no amount of downward pressure with 
an inserted finger will close the circuit, ac- 
cording to the manufacturer. It is rated at 250 
watts, 250 volts. The medium base socket has 
a brass shell with a bright dipped finish and 
fluted catch. Underwriters’ Laboratories ap- 
proved. S. P. Socket Co., 270 Park Ave., 
New York 17, N. Y. 






Fittings, Connectors, 





CONNECTORS AND COUPLINGS 


These pressed steel connectors and couplings 
specifically designed and fabricated for use 
with electrical metallic tubing have an electro- 
galvanized finish. The E.M.T. coupling, 
shown at the top, slips easily over thinwall 
tubing ends in a close, accurate fit. Position- 
ing of the conduit is controlled by a small 
integral stop. A typical installation of the 
connector is shown below the coupling. 
Holding action of both items is the same. 
Gripping is secured by the action of an em- 
bedding screw working through a boss. When 
the screw head is driven down to rest on the 
boss, the tip of the screw becomes em- 
bedded in the tubing wall. Approved by 
Underwriters’ Laboratories, Inc. National 
Electric Products Corp., Chamber of Com- 
merce Building, Pittsburgh 19, Pa. 


WIRE CONNECTOR 


This solderless pigtail connector and insulator 
can be used for both circuit and fixture wiring. 
Maximum wire capacity of the joint is three 
No. 12 solid or stranded wires A.W.G. 


Over one hundred other approved smaller 
wire combinations can be used in the con- 
nector. Body of the connector is made of 
bronze, electro-tin plated. To insure that wires 
are fully inserted both ends of the body are 
open for quick visual inspection. Excess wire 
is easily snipped off with the cutter on the 
manufacturer's standard hand installing tool. 
Vibration-proof insulating cap is made of 
thermosetting phenolic material. The Thomas 
& Betts Co., Elizabeth 1, N. J. 


RECEPTACLE 


This 3 outlet receptacle with matching wall 
plate features large size binder head screws 
with ample wiring space, heavy mounting 
strap with plaster ears, and one-piece body 
with broad insulating barrier. It is rated at 15 
amps., 125 volts and 10 amps., 250 volts. 
It has double contacts of heavy duty bronze 
and is side wired. The receptacle and match- 
ing wall plate are designed as a harmonizing 
unit and can be installed either vertically or 
horizontally. Underwriters’ Laboratories ap- 
proved. McDonald Manufacturing Co., 544 
East 31st St., Los Angeles, Calif. 


INSULATING NIPPLES 


These insulating nipples are available in 
lengths from 34 inches to several feet, and in 
pipe sizes from 1/4 inch to 6 inches. They are 
designed for breaking thermal flow from re- 
frigerated areas, and can serve as insulating 


joints in pipe lines to eliminate electrolysis. 
The nipples are machined from a laminated 
phenolic material. The Adalet Manufacturing 
Co., 14300 Lorain Ave., Cleveland 11, Ohio. 


BOX SUPPORT 


This pre-formed box support has three instead 
of the usual two fingers. When installing the 
box the middle fingers extend over the out- 
side hole in the plaster and support the box 
in place. Once the wall box is in place the 
extra middle fingers are bent into the box to 
provide added support. The box is bevel- 
shaped to fit neatly into the wall. Clyde W. 
Lint, Box 306, 1144 W. Washington Blvd., 
Chicago, Ill. 


CONNECTOR PLUG 


This connector plug features simple installa- 
tion. To install the wires are separated for 
about an inch and without stripping insula- 
tion, placed across strong, brass teeth em- 
bedded in the base of the plug. The cap is 
screwed on tightly with fingers, forcing the 
teeth through the insulation. The cap meas- 
ures 11/9 inches across the top. Waterbury 
Companies, Inc., Waterbury 90, Conn. 
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PLUG AND WALL PLATE 


Designed for safety and convenience in main- 
taining tight connections for electrical home 
appliances and for industrial use, this plug 
and wall plate feature a device for holding 
the plug in place. The plug is attached inside 
a metal holder with ears so that a quarter 
twist of the holder will fit it snugly under 
specially formed receiver prongs on the wall 
plate. The larger industrial model has a plug 
of durable hard rubber, and the holder and 
wall plate are of sturdy steel construction. 
Lok-Tite Manufacturing Co., 1050 Sherman 
St., Denver, Colorado. 


TERMINAL BLOCK 


A terminal block that permits both rapid dis- 
connection and positive locking of terminal 
leads. It is furnished in several lengths, and 
in either single or double-tier types. The 
individual strips are simply placed end-tc-2nd 
to provide any number of connections neces- 
sary. The terminal block is molded of light 
weight phenolic plastic with reinforced bar- 
riers between channels. Spring loaded socket 


connectors are mounted into channels either 
single or double-tiered as specified. These 
socket connectors are available in two sizes 
to accommodate contact tips for the range of 
conductors from «20 through -8 AWG. 
Contact tips are indented onto the wires and 
snap securely into socket connectors. Insu- 
lating cover of white, matte-finish plastic 
snaps onto terminal block and provides an 
area of identification. Burndy Engineering 
Co., Bruckner Boulevard, New York 54,N. Y. 


LOCKING PLUG 


No special receptacle or attachment is re- 
quired for this locking plug. A slight finger- 
tip pressure on a plunger attached to a sliding 
wedge forces the prongs of the plug tightly 
against the contacts of the receptacle, locking 
the plug securely in a vise-like grip. It is un- 
locked by pulling out the plunger. Neoline, 
Inc., 130 South Hewitt St., Los Angeles 12, 
Calif. 


ELECTRIC RANGE CONNECTOR 


A three-wire, 250 volt, 50 amp. cable and 
receptacle designed for safety and ease of 
installation. It features extra-heavy construc- 
tion with a special patented strain relief de- 
sign that gives protection against shorts. It has 
a double set of knockouts so that cable may 
attach from back or end. It is approved by 
Underwriter's Laboratories. Davis Mfg. Com- 
pany, Plano, Illinois. 


INSULATOR BUSHINGS 


These insulator bushings and sleeves are avail- 
able in lengths from 1 inch to 13¢ inch by 
Veo inch. Outside diameter .187 inches to 
.188 inches. Inside diameter .126 inches to 
.128 inches. They feature ease of assembly, 
low absorption, and shape retaining char- 
acteristics. American Molded Products Co. 
1652 N. Honore St., Chicago 22, Ill. 


SOLDERLESS WIRE JOINT 


This solderless wire joint is constructed of 
high-strength, high dielectric insulation per- 
manently molded around a seamless bronze 
barrel that becomes an integral part of the 
connector. Its unique design permits both 
complete connection and insulation of wiring 
in one operation. Other features include ap- 
proval for a wide range of wire sizes and 
combinations by Underwriters’ Laboratories, 
an insulation bell that accommodates a wide 
range of insulation diameters, a seamless bar- 
rel that insures permanent connection. It is 
available in any standard color for wire. 


Thomas & Betts Co., Elizabeth, N. J. 
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SOLDERING TOOL 


This soldering gun features a tip which may 
be flexed to suit the work, and a spotlight 
to keep the work always in plain view. The 
small light, placed between the terminals of 
the loop tip, goes on automatically when the 
current is turned on for soldering. The tool 
operates on standard a.c. only, 100 watts, 
110 volts, 60 cycle current, and requires only 
5 seconds for heating. Two models are avail- 
able, one with a single heat of 100 watts, and 
the other with dual heat, 100 watts normal 
heat and 135 watts for short-time intermittent 
use on heavier soldering jobs such as solder- 
ing ground wires to chassis or cabinet. Weller 
Manufacturing Co., 803 Packer St., Easton, Pa. 








CABLE CUTTER 


A cutter that shears clean and flattens cable 
ends in one operation. Designed for one- 
hand operation, this cutter operates on a 
shear principle with a convex blade working 
against a straight blade. Both .375 inch out- 
side diameter and .270 inch outside diameter 
tubes are accommodated. Each cutting blade 
is held accurately and firmly in the head of 
the tool by two countersunk set screws which 
pass through holes in the blades. These blades 
are easily replaced when necessary. Handles 
are tempered steel drop forgings. Long 


handles (cutter measures 83/4 inches over-all) 
provide powerful leverage. Mathias Klein & 
Sons, 3200 Belmont Ave., Chicago 18, 
Illinois. 








PLIERS 


These pliers are designed to lock on a maxi- 
mum !1/¢ in. between deepest jaw serrations 
under normal hand pressure. According tothe 
manufacturer, they will cut 19 strand No. 1 
electric cable, 30-penny spikes, and 1/4 in. 
bolt or rod stock. These pliers are made of 
drop-forged chrome vanadium steel and are 
designed to act as wire pullers, slip joint 
pliers, small pipe pliers, lineman's pliers, wire 
cutters, small bolt cutters, and as a locking 
device. Ross Manufacturing Co., 300 Mont- 
gomery Street, San Francisco 4, Calif. 












RIGID HACKSAW FRAME 


This hacksaw frame is constructed of a one- 
piece steel tube back fitted into a precision- 
machined cast-aluminum handle. This con- 
struction permits tightening the blade to high 
tension, which maintains true alignment with- 
out twisting the blade. The frame is adjustable 
for ten inch and twelve inch blades. All steel 
parts are cadmium plated; total weight is 1 Ib. 
6 oz. Machine Rebuilding Co., 2738 Chene 
St., Detroit 7, Mich. 


FISH TAPE 


A fish tape for aluminum and steel conduit 
can be pushed or pulled around four bends 
in aluminum and six bends in steel conduit 
with ease, according to the manufacturer. 
Features claimed for this fish tape includes: 
Rust proof, aircraft control type cable, gal- 
vanized spring, protected to prevent kinking, 





will not gouge and stick in almuinum thin 
wall and pulls over box edges and conduit 
ends without curling. No reel is required with 
this fish tape. It is furnished in 50 foot lengths 
or multiples thereof. Clyde W. Lint Co., 
1142 W. Washington Blvd., Chicago 7, Ill. 


SOLDERING IRON 


This soldering iron has a metal-clad heating 
element and fin-type heat dissipators to keep 
the handle cool. It is constructed in a one 
piece chrome-plated, swaged tube and has a 
heavy duty service-type cord. The iron oper- 
ates on 110 volts, a.c. and is available in 75, 
100 and 150 watt sizes. The Lenk Manu- 
facturing Co., 30-38 Cummington Street, 
Boston 15, Mass. 


















































ACID-FILLED SOLDER 


This ‘‘leak-proof’’ acid-filled solder can be 
used to solder any metal except aluminum 
and magnesium, according to the manufac- 
turer. The core will not ooze either out cf 
ends or actually through the solder. The flux 
is non-toxic and relatively non-sputtering. It 
is readily soluble in water and is easily 
washed off. Alpha Metals, Inc., 363 Hudson 
Ave., Brooklyn 1, N. Y. 
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THERMAL FUSE 


This triple-duty thermal fuse features a long 
time-lag that eliminates needless blowing and 
delays when harmless overloads or starting 
in-rushes occur, yet meets every requirement 
for short circuit protection. Internal tempera- 
tures are relatively cool because the thermal 
connection breaks the circuit when a temper- 
ature of 280 degrees F. is reached. Jefferson 
Electric Co., Bellwood, Illinois. 


TOGGLE SWITCH 


This plastic toggle switch incorporates the 
following features: Luminous ‘‘on"’ and “‘off"’ 
marked on toggle enables locating switch in 
dark; large head 8 32 in. wire screws that are 
staked, allow easy and quick wiring; ears 
measuring one in. facilitate easy installation 
in new work; plaster ears easily removed 
when desired. The switches are individually 
boxed, packed in containers of ten, and avail- 
able in brown or ivory. Carrying the approval 
of the Underwriters’ Laboratories, Inc., this 
switch's rating is 10A-125V; 5A-250V “T" 
rated. Eagle Electric Mfg. Co., Inc., 23-10 
Bridge Plaza South, Long Island City 1, N. Y. 


FUSE PULLER SWITCHES 


A redesigned line of fuse puller switches are 
rated at 60 amp., 125 250 volts, a.c., and 
measure 91/g inches wide by 14 inches high 
by 3% inches. Four different units are avail- 
able, two of which contain 4 branch circuits, 
one main, one range circuit and one water 
heater connection, and two units containing 
six branch circuits, one main, one range circuit 
and one water heater connection. The units 
are wired either in series or parallel. Solder- 
less lugs are provided for wires ranging from 
#14 to #4 forthe main, range and water heater 
connections. A dead front metal shield covers 
all live parts. A total of 30 knockouts are 
spaced to allow sufficient clearance for 
grounding bushings. The Trumbull Manu- 
facturing Co., Plainville, Conn. 


FOOT CONTROL SWITCH 


Developed for appliance and industrial use, 
this momentary contact foot control switch 
may be mounted either on the floor or a 
machine by means of two screws or used 
unmounted. The design permits loadings from 
0 to 35 amperes, 115 230 volts. Hart Manu- 
facturing Company, 110 Bartholomew Ave., 
Hartford, Conn. 


STARTING SWITCH 


This manually operated snap switch is de- 
signed for starting motors of one horsepowe 
or less. It is a streamlined unit with molded 
plastic cover, and has an overload device 
which operates on the soldered ratchet prin- 
ciple. It is impossible to hold the switch 
closed under sustained overload, but can be 
reset easily, with the regular switch lever, 
after the overload is cleared. The switch unit 
can be furnished without enclosure for mount- 
ing in a standard switch box or machine base. 


Allen-Bradley Co., Milwaukee, Wisc. 


PRESSURE SWITCHES 


A line of small size pressure switches de- 
signed primarily for use with motor driven 
home water systems. One switch type has an 
external range adjustment for easily adjusting 
operating pressure on certain types of water 
systems to meet seasonal changes in pres- 
sure requirements. To maintain the accuracy 
of the calibration, the differential adjustnig 
screw is sealed. The second switch type is 
without external range adjustment but has a 
slotted range adjustment screw and slotted 
differential adjustment screw located con- 
veniently inside the enclosing case for ready 
access. The switch is used on installations 
where operating conditions are uniform 
throughout the year. The switches are de- 
signed also for use with small compressors, oil 
pumps or any motor driven pump on a pres- 
sure system. Cutler-Hammer, Inc., 476 North 
12th St., Milwaukee, Wisc. 
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FIRE DETECTOR 


This fire detector can be made to sound an 
alarm whenever temperature reaches 130 
degrees in the area in which it is located. 
The detector is designed for farm, factory, 
home, hotel, school, etc. It can be installed 
as a part of, or in addition to, an existing call 
or communication system. Installation re- 
quires attaching one wire from the detector 
between push-button and transformer and 
another wire between push-button and bell 
or gong. It measures approximately 11/4 
inches by 234 inches. Ruxton Metal Products 
Co., 516 Garden St., Carlstadt, N. J. 





VOLTAGE TESTER 


A voltage tester for testing continuity of cir- 
cuits a.c. or d.c., 110 to 550 volts a.c., 110 
to 600 volts d.c., blown fuses, grounded side 


of line, grounded side of motor or appliance, 
excessive leakage to ground, frequency (25 
or 60 cycles) and d.c. polarity. Indications 
are by a solenoid indicator and a neon test 
lamp, each operating independently of the 
other. The tester has an easy-to-read scale 
calibrated from 110 to 600 volts. Over-all 
length is 6 inches. Leads are 2 feet long. 
Test prod handles are 4 inches long. Test 
prods are 2 inches long. The tester comes 
complete in carrying case with belt clip. 
deal Industries, Inc., Sycamore, Illinois. 


GENERAL QB ELECTRIC 


erie 


i” 
rrenyee 
“4,0 


He 





WATTHOUR METER 


Instead of jewel bearings this watthour meter 
features a magnetically suspended rotating 
element. The magnetic suspension makes 
possible almost a lifetime of trouble-free 
operation at a minimum maintenance cost, 
according to the manufacturer. The magnetic 
suspension element consists of two concentric 
magnets of cunico, a high coercive mate- 
rial, which have been placed one within the 
other. The outer magnet is attached to the 
meter frame, the inner magnet to the upper 
end of the disk shaft. The interaction of the 
two magnetic fields supports the rotating 
system at a small downward displacement. To 
keep the shaft in vertical alignment, stain- 
less steel guide pins are located at the top 
and bottom. Graphite guide bushings at both 
ends of the shaft run on these guide pins 
without lubrication. General Electric Co., 
Schenectady 5, N. Y. 
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TESTER 


This battery all-purpose pocket-size tester for 
the radio serviceman and electrical appliance 
serviceman accurately measures a.c. and d.c. 
voltage, current and resistance on radios, 
electrical appliances, motors, etc. Its sensi- 
tivity is 1000 ohms per volt. This tester is 
compact, measuring 31/g inches by 5 inches 
by 214 inches and is available complete with 
self-contained batteries, test leads and all 
operating instructions. Superior Instruments 
Co., 227 Fulton Street, New York 7, N. Y. 





TESTING TRANSFORMER 


An insulation breakdown tester that not only 
indicates grounds, shorts and opens, but also 
provides all voltages from 100 to 2500 in 
100 volt steps. The secondary test leads are 
equipped with new safety type points which 
are always in retiacted position, sheathed in 
rubber jackets, unless pushed out with 
thumbs for testing. When thumb pressure is 
released, points immediately retract. The 
tester is equipped with a red safety pilot light 
to indicate current is on, and separate indi- 
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cator light which will glow on partial shorts, 
lighting to full brilliance on complete insula- 
tion breakdown. Dongan Electric Manufac- 
turing Co., 2985 Franklin St., Detroit 7, 








Mich. 
© 

i 
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. 
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. TEST LEADS 
ua Test leads designed to meet the requirements 

{ of television measurements. The leads are 


tested at 20,000 volts and are rated at 15,000 
volts. The tips are of case hardened steel. The 
insulated conductor is anchored to prod 
handles. A combination thumb rest and 
shield is designed to prevent leakage and 
creepage for maximum protection and ease 
of handling. Set consists of one black and one 
red lead, each 54 inches long. Reiner Elec- 
tronics Company, 152 West 25th St., New 
York 19, N. Y. 





PROJECTION LIGHTMETER 


This portable projection lightmeter flashes 
light measurements on a screen for easy read- 
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METERS designed to aid in the proper installation and maintenance of bactericidal 
lamps have been developed by the General Electric Lamp Department, Nela Park, 


Cleveland, Ohio. Three meters 


make possible the measurement of bactericidal 


energy, the output of a lamp in service and the intensity of bactericidal ultraviolet 


anywhere in a room. 


ing by large audiences. The lightmeter can be 
used for demonstrating light measurements as 
an aid to lectures and commercial demonstra- 
tions showing lighting conditions. It consists 
of three major parts—a small, hand-size light- 
cell probe; a D'Arsonval-type, self-con- 
tained microammeter made especially for 
projection purposes; a standard SVE 100- 
watt 2 by 2-inch slide projector. General 
Electric Co., Schenectady 5, N. Y. 





HUMIDITY INDICATOR 

This quick-reading all-metal humidity indi- 
cator, designed for use in industry and 
laboratory, provides readings of relative 
humidity accurate within plus or minus one 
per cent for general conditions. The instru- 
ment is of wet and dry bulb type and has 
self-supporting wet-bulb wick covering the 
thermal element, sturdy all-metal construc- 
tion, and a simplified slide rule calculator 
giving relative humidity reading directly, 





thus eliminating the need for tables or psy- 
chrometric charts. The unit is light and well 
balanced, and can be swung if desired to 
create air movement. Weston Electrical In- 
strument Corp., Newark, N. J. 





BURGLAR ALARM 


By using a modulated, invisible light beam, 
this burglar alarm protects even when an 
attempt is made to get through it by shining 
a flashlight into the phototube. The receiver 
portion of the alarm is tuned to the modulated 
frequency of the transmitter. Any change in 
frequency or reduction of light intensity will 
cause the alarm to sound. Even direct sun- 
light shining into the receiver will not make 
it inoperative. A built-in fan provides cool- 
ing and gives additional life to the tubes. Ii 
also acts as a defroster, thereby keeping the 
lenses clear in all kinds of weather. The lenses 
have micrometer adjustments in their mount- 
ings so that they may be easily focused on 
the phototube. The transmitter and receiver 
each measure 9 inches by 10 inches by 1414 
inches deep. Ripley Company, Inc., Middle- 
town, Conn. 























ELECTRIC SHEET- — 


This electric sheet, which may be used along 
with any of the conventional bed coverings 
in the home, is made of peach colored muslin 
70 inches wide and 84 inches long. It has a 
heated area 54 by 70 inches and an eleven 
inch non-heated area at the foot to allow for 
tuck-in. Buttonholes are provided around the 
outer hem so that it may be buttoned to a top 
covering if desired. An automatic control 
regulates operation and maintains any degree 
of pre-selected warmth, regardless of chang- 
ing room temperature. Resembling an orna- 
mental powder box and having a molded 
glass top and chrome metal finish, the control 
is provided with six feet of cord for connect- 
ing to 115-volt a.c. outlet. Electric Ap- 
pliance Division, Westinghouse Electric 
Corporation, Mansfield, Ohio. 


STEAM-IRONING ATTACHMENT 


This steam-ironing attachment for the General 
Mills’ Tru-Heat iron enables housewives to 
convert the iron into a steam-iron. The dry 
iron is inserted into the steam attachment and 
is held in place by a hand-operated spring 
latch. The stainless steel tank holds a cup and 
a half of water, enough for from 30 to 45 
minutes of operation. The attachment's sole- 
plate is of polished forged aluminum with a 
cast-in steam chamber. A die-stamped alumi- 
num stand is provided on which to rest the 
combination between ironing operations. 
General Mills, Inc., Minneapolis 1, Minn. 
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ELECTRIC CASSEROLE 


A small electric casserole designed particu- 
larly for the preparation of quick‘'one-dish" 
meals has a four-quart capacity. The casserole 
is available in two models—one with an auto- 
matic temperature control which has a range 
of 100 deg. to 550 deg. F.,and the other with 
a two-heat control for both fast and slow 
cooking. Weighing only 434 pounds, the 
cooker is light enough to be carried from the 
kitchen to the table, where it can be used as 
a serving dish. It operates on 110 volts, a.c. 
only. General Electric Co., 1285 Boston 
Ave., Bridgeport 2, Conn. 









ELECTRIC TOASTER 


This automatic pop-up toaster features a 
““superflex toastimer'’ that automatically com- 
pensates for voltage variations and guarantees 
perfect toast every time. The toaster has large, 
easy-lift handles and a pop-open crumb tray 
for easy removal of crumbs. Toastmaster Prod- 
ucts Division, McGraw Electric Company, 
Elgin, Illinois. 





ELECTRIC BUTTER CHURN —— 


This electric butter churn is made of aluminum 
with motor cover in etched aluminum and has 
a power motor with forced air cooling. The 
machine features a new propeller type dasher, 
thumb screw adjustment, rotary switch, 
smooth round cord and molded rubber plug. 
Southern Electric Products, P. O. Box 406, 
Anderson, South Carolina. 


KNIFE SHARPENER— 


This electric knife sharpener operates on the 
principle of an abrasive sharpening wheel, 
driven by a fan-cooled 110 volt, 60 cycle 
a.c. motor and operating at 3,500 r.p.m. It 
measures 31/ x 81 x 314 in. and weighs 334 
Ibs. Unit consists of a die casting with a white 
enamel finish. The finger tipswitch and rubber 
safety tread on the base are black. Comes 
equipped with a six foot length of cord which 
stows away in a special compartment within 
the sharpener when not in use. Cory Corpora- 
tion, 221 North La Salle Street, Chicago 1, Ill. 
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EXPLOSION-PROOF CLOCK 


In appearance this explosion-proof electric 
clock is similar to the usual electric wall clock. 
Actually designed for use in hazardous loca- 
tions, it has a 13-inch dial, an outside diam- 
eter of 17 inches, a sweep second hand, and 
an external setting knob. The clock is con- 
structed in accordance with the requirements 
of Underwriters’ Laboratories for devices in- 
tended for use in locations where the atmos- 
phere is hazardous because of the presence 
of flammable gases or vapors, or where the 
atmosphere is laden with highly combustible 
dusts. Crouse-Hinds Company, Syracuse 
N. Y. 





ELECTRIC TOASTER 


This automatic toaster features a single slot, 
1034 inches long, which holds two regular 
slices of bread end-to-end or almost any 
large single slice of home-made bread. A 
turn of the large dial on the front lowers the 
bread for toasting. One adjacent knob con- 
trols amount of toasting, the other permits 
release of slice before cycle is completed if 
user desires. A slide-out crumb tray catches 
all crumbs and melted butter and is easily and 
instantly emptied. The three-footed base is 
designed for stability. Rigid handles allow 
toaster to be lifted at any time without inter- 
fering with its operation. Samson United 
Corporation, Rochester, N. Y. 



































BEVERAGE JUG 


This electric beverage jug is designed for the 
preparation of beverages quickly in the 
home, at the office or when traveling. It 
operates on 110 volts, a.c. and is equipped 
with a detachable six foot cord set. It is made 
of ribbed aluminum with a jet black plastic 
base and a washable woven plastic, heat- 
proof grip. The jug brings a full pint of water 
to a boil quickly and shuts off automatically. 
It cannot overheat even if the jug runs dry. 
Approved by Underwriters’ Laboratories. 
Electrical Industries, Inc., 44 Summer Ave., 
Newark 4, N. J. 





FLOOR POLISHER 


An electric floor polisher designed especially 
for household or office use. Weighing only 
111% pounds, the new unit is compactly de- 
signed for economy of storage space and 
housed in die-cast aluminum. It operates on 
110 volt a.c. or d.c. The 41% inch diameter 
polishing brush revolves at a speed of 1750 
revolutions per minute under ordinary loads. 
Clarke Sanding Machine Co., Muskegon, 
Mich. 






FLEXIBLE SHAFT TOOL 


This flexible shaft tool turns up to 15,000 
rpm. at its pencil-size hand piece. It is power- 
ed by a1 20 universal type motor and has a 
plastic-covered three-foot flexible shaft. The 
hand piece takes 3/49 inch and 1 inch shank 
tools. All electrical components are checked 
at 1500 volts breakdown for grounds. The 
flexible shaft tool comes complete with ten 
selected accessories. Fairchild Industries, 110 
Main St., Burlington, Vt. 





COFFEE MAKER 


This coffee maker's metal parts are heavy 
aluminum and its exterior is highly polished. 
Some of the features claimed are: The upper 
vessel never comes in contact with coffee; the 
coffee basket is self-contained; the server has 
no connections or plugs. Operationally, cold 
water passes through a jet thermostatic heating 
element and then through the coffee into the 
server. It is approved by Underwriters’ Lab- 
oratories. Homecraft Products Co., 1208 S. 
Kedzie Avenue, Chicago 23, Ill. 


When Writing Mention ELECTRICAL WHOLESALING 









July, 1948 — ELECTRICAL WHOLESALING 





Window 













(In oF Ovt) | 
Pedestal 
7) Shelf Restaurants 
% Counter Apartments 
* Floor Taverns 
Offices 


Stores 
Homes 


Poorloss. | 


o 





* 
ee a 


























eeeeeeee || 
5.9.9.0.0.08. 











REVERSIBLE 
ALL-PURPOSE FAN 


A single, simple Peerless Electric Plug-in PROFIT BOOSTER 


NIQUE in size and utility, this 
Peerless WE-30 All-Purpose, 
All-Metal Fan and Cabinet are 30” 


square and only 5 ” deep... tre- 


mendous air capacity of 4220 
C.F.M. high speed exhaust . . . low- 
cost operation ose ted speed li, h.p. 


motor... reversible . . . exhausts 


daytime heat or pulls in cool night 





efficient “home cooler” 


fresh air in. 


supplied with the unit 


air... thermally protected motor 


can’t burn out. 

Here’s a real ready-to-plug-in 
appliance with dozens of commer- 
cial and domestic applications — 
a Peerless-quality fan that you 
can make a volume leader and 
a profit leader. Write for details 
TODAY! 


..and a Leorbess. Electric 


easy-to-install VENTILATTIC FAN 


In every community there’ll be big demand for this 


blows heat out.. . pulls cool, 


A boon for stores, theatres, dance halls 


and restaurants, too. This Peerless Ventilattie Fan 
dependability proved by years of satisfactory service 


can be mounted at attic window by using rubber feet 


then easily connected to 


window or opening in wall with eanvas boot or duct. 
Vive sizes 24” to 42” complete with motor. WH RITTI 
for descriptive folder and prices. 


THE PEERLESS ELECTRIC COMPANY 
Member Propeller Fan Manufacturers Association * Established 1893 
WARREN, OHIO 


MOTORS ¢ FANS © BLOWERS 
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BELL TRANSFORMER 


This door bell transformer is designed for 
quick attachment to square or round boxes or 
covers, or to wall of fuse or switch cabinet. 
No separate plates are required. The trans- 
former may be mounted wherever there is a 
knock-out. There is only one large-headed 
screw to remove and a lip is provided for 
hinging to edge of box or cabinet knock-out. 
It may also be mounted inside the cabinet 
and in other locations by means of the 
mounting feet. Jefferson Electric Company, 
Bellwood, Illinois. 





DOOR CHIME 


This two-tone door chime comes complete 
with everything needed for installation, but 
the wire. The chime housing has a baked on 
ivory finish and a polished brass medallion in 
the center. Two 1-inch brushed and lacquered 
brass tubes sound two notes for the front door, 
one for the rear. The model illustrated is 41 
inches long, 8 inches wide and 21% inches 
deep. The Liberty Bell Manufacturing Co., 
Minerva, Ohio. 
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TIME SWITCH 


This time switch has a high torque, synchro- 
nous, self-starting, low speed motor that is 
lubricated for life. The over-all dimensions of 
the switch are approximately 3 inches wide, 
53/g inches high and 3 inches deep. It is 
designed for easy mounting on a standard 
switch box, or for surface mounting on any 
wall. It is available in two colors, ivory or 
brown. Underwriters’ Laboratories approved. 
Sangamo Electric Company, Springfield, 
Illinois. 





EXTENSION CORD SET 


This extension cord set is equipped with an 
unbreakable three-way plug and attachment 
plug cap made of soft rubber. Intended for gen- 
eral household use, the set is produced in 6, 
9 and 15 foot lengths with 1/42 and 14 rubber 
insulation over No. 18 wire. United States 
Rubber Co., Rockefeller Center, New York, 
N. Y. 


LEAD-IN WIRE 


A new television and FM lead-in wire having 
an impedance of 300 ohms has been an- 
nounced by Cornish Wire Co., Inc., 15 Park 
Row, New York 7, N. Y. The new wire is 
described as immune to the effects of acids, 
alkalies and oils and consists of twin parallel 
copper conductors spaced and insulated with 
a water-resistant low loss Polyethylene. 
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For true offsets, accurate stubs and per- 
fect back-to-back bends, you can’t beat 
the STEEL CITY (Allen) THIN WALL 
(E.M.T.) CONDUIT BENDER. 


And, as this bender can be slipped 
along the pipe to any position, the 
necessity for a long continuous pull is 
eliminated and makes bending from 
the floor, as shown above, a simple, 
easy and accurate operation in making 
right-angle bends. 

Made of high grade malleable iron. 
No. 4, with end threaded *,° male, for 
14" pipe; No. 5, with end threaded 1”, 
for *," pipe. 


The Red Head 
FISH WIRE PULLER 


becomes an_ indispensable 
tool to any electrician who 
has once used it. The Red 
Head is designed on a lever 
principle and has a guard 
that holds the wire in 
place. It is never necessary 
to remove the wire to ob- 
tain a new grip. 












You make a friend when you recommend 


STEEL CITY ELECTRIC CO. 


OUTLET BOXES AND COVERS SWITCH AND FLOOR BOXES 
JUNCTION BOXES, CONDUIT FITTINGS AND ELECTRICAL SPECIALTIES 
pe ee 
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* 
assure full lamp life 
iN 
SN 
Maximum fluorescent a7 N 
lamp life...with resultant lowered 
maintenance costs... are possible 
only when starters operate efficiently. 
CERTIFIED STARTERS give the best 


possible performance because they are: 
Made to rigid specifications 


Tested, checked and certified by impartial 


Electrical Testing Laboratories, Inc. 


You'll quickly notice the economy...appreciate 
the reduced lamp and starter replacements 
... When you insist on Certified Starters 


in your fluorescent installations. 


To be sure you get Certified Start- 
ers, look for the Certified shield 


on the case and on each Starter. 





Address inquiries to any of the following manufacturers of 


Certitied Starters 


The Arrow-Hart and Hegeman Co., Harvey Hubbell, Inc., Bridgeport, Connecticut 
Hartford, Connecticut Instant Glow Starter Corporation, New York, N. Y. 

The Bryant Electric Co., Bridgeport, Connecticut Kuthe Laboratories, Inc., Newark, N. J. 

Chatham Electronics Corporation, Newark, N. J. The Lloyd Products Co., Providence, R. I. 

Dura Electric Lamp Co., Newark, N. J. Pass & Seymour Co., Syracuse, N. Y. 

General Electric Co., Bridgeport, Connecticut Sheldon Electric Co., Irvington, N. J. 
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ews Notes from N.E.W.A. 





By Alfred Byers, secretary 


National Electrical Wholesalers Association 





BUSINESS TREND FORECAST 

N.E.W.A. has an experiment under 
way by which its members would have 
the benefit of collective thinking on 
matters affecting their investments and 
profits. This experiment concerns the 
forecasting of conditions in selected 
electrical commodity fields on a quart- 
erly basis, 

Sample questionnaires have been 
filled out by a number of members and 
are being summarized and analyzed. 
The summaries and analyses are being 
studied by the Executive Committee 
for the purpose of determining what 
practical value the collection and dis- 
tribution of such data, at regular 
intervals, might be to members. 

This idea was proposed by Harry 
Alter, a Chicago member of the Board 
of Governors, at the Buffalo Conven- 
tion in May, during a session of the 
Appliance Division, Considerable in- 
terest is attached to the Executive 
Committee's final conclusions. 


PYLE AT PACIFIC ZONE MEETING 

Chas, G. Pyle, N.E.W.A.’s man- 
aging director, attended the Pacific 
Zone, N.E.W.A., meeting at Sonoma 
Mission Inn, Boyes Springs, Cali- 
tornia, last month. He addressed the 
meeting on the subject of the Associa- 
tion’s programs and plans. Floods in 
the northwest prevented Mr. Pyle 
from visiting that area as he had 
planned. 


BRITISH ‘‘N.E.W.A."’ PRESIDENT 
VISITS AMERICAN N.E.W.A. 


It was our pleasure, at N.E.W.A, 
headquarters last month, to enjoy a 


most interesting visit from Harry 
Riley, President of Electrical Whole- 
salers Federation, N.E.W.A.’s coun- 
terpart in Great Britain. Mr. Riley, 
who conducts his own electrical whole- 


sale firm in Shefheld, was accompanied 
by Mrs. Riley. 

His visit was made in conjunction 
with a personal, business and pleasure 
trip through parts of the United States 
and Canada. During his journey in 
this country he visited N.E.W.A. 
members in New York, Pittsburgh, 
Cleveland and Buffalo. 

Mrs. Riley is a director of his firm 
and is actively engaged in the affairs of 
the Electrical Association for Women, 
being vice-chairman of the South 
Yorkshire Branch of that Association 
which is comparable to our own Elec- 
trical Womens Round Table. 


MAJOR APPLIANCES COMMITTEE 
MEETS AT CHICAGO 

The Major Appliances Committee 
of N.E.W.A., K. G. Gillespie, chair- 
man, met at Chicago on July 7th. Sev- 
eral members of the Association who 
were at Chicago for the Furniture 
Market that week joined the Commit- 
tee at luncheon and remained for the 
afternoon session. 

Methods for improving the mer- 
chandising, sales promotion and sales 
training activities of appliance dis- 
tributors were discussed. Another topic 
was the present and immediate future 
outlook in the production, delivery and 
sale of major appliances. Operations 
and programs of the Appliance Divi- 
sion of N.E.W.A. were considered 
with the objective of recommending 


changes by which more benefit can be 
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derived. These discussions proved very 
interesting and produced valuable re- 
sults from an Association standpoint. 


TELEVISION MANUAL—BY N.E.W.A. 

The members of N.E.W.A. have 
received their copies of —“Television 
A “Manual 
of Experience.”’ The Service and Re- 
pair Parts Committee, J. A. Vassar, 
chairman, produced the manual, the 


Service and Installation” 


actual preparation and compiling of 
contents having been done by a special 
sub-committee assigned for that pur- 
pose, and headed by Eugene A. An- 
thony, General Electrical Supply 
Corporation, New York City. The 
manual, copyrighted by N.E.W.A., is 
tor distribution to members. 

This is one of the most outstanding 
reports published by N..W.A, in a 
long time. It will supply many prac- 
tical answers to distributors of tele- 
vision and be of great value to mem 
bers planning on entering that field. 


CATALOG COMMITTEE CONFERS 
AT GRAND RAPIDS 

N.E.W.A.'s Catalog Committee, A. 
C. Prange, chairman, held its most 
recent meeting on July 9th at the 
ofhices of the Jaqua Company, Grand 
Rapids, Michigan. The Committee 
devoted its attention to matters con- 
nected with the Association’s recom- 
mendations of sizes, colors, and lay- 
outs, regarding the printing of sales- 
men’s handbook sheets, as published by 
manufacturers. ‘They also discussed 
possibilities for improving use of this 
material in wholesalers’ establishments. 
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Witte 


now offers you 


big 


profit opportunities! 


WITTIE PORTABLE 
ELECTRIC STEAM 
HEATER 


New all-welded construction. In- 





creased B.T.U. output! An aux- 
iliary heating “plant” that really 
heats! Warms up rooms in homes, 
offices, summer cottages — fast and 
sure! No glowing coils. Luggage 
light, safe, economical. Weight 
reduced to 28 Ibs. 110-120 volts 


AC, 





It oscillates — or 
beams comfort 
— ventilates! 


WITTIE AIRE FORCE 
OSCILLATING FAN 


Gives more circulation . . in 





stant cooling. Large Torrington 
“Vairified” Blades take a_ big 
“bite” of air, driving it forward 
with great force. Quick, sure 
“push-pull” control. Modern de 
sign with two-tone finish. Remov- 
able front guard for easy cleaning 
10-inch and 12-inch sizes. 110-120 
volt AC, 











WITTIE 
OSCILLATING 
HEATER-FAN 


New “Axial Air Flow” principle 
concentrates and spirals air out in 
amazing volume. COOLS when 
its hot . . . HEATS when it’s 
cold SELLS when it's hot or 
cold! The only unit combining 
oscillating action in BOTH heater 
and fan. Switch changes heater 
into a 2-speed ventilating fan. 
1214.” high, 12” long, 814.” wide. 
110-120 volts AC, 





See these new WITTIE models at the 
Chicago Furniture Show. 


WITTIE MFG. 


COMPANY, 


INC. 
General Offices and Plant 1414 S. Wabash Ave., Chicago 5, Ill. 
Branch Offices and Representatives in Leading Cities. 
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can be brought to cooperate for commot 
purposes.” 

Mr. Appley, a former deputy chairmat 
and executive director of the War Man 
power Commission, left Montgomery Ward 
on the first of this month to assume direc 
tion of the activities of the American Man 
agement Association's membership of more 
than 12,500 executives in virtually every 
tvpe of American industry. In his new 
capacity he will guide the association's 
nationwide conferences, publications and 
research aimed at the solution of manage 
ment problems by a broad exchange ot 
information and experience in Americai 
industry. 

A nationally known expert in industria 
relations, Mr, Appley accepted the full-tim« 
responsibilities of A.M.A. chief executiv: 
as a “unique opportunity to contribute to 
the science of management.” He said that 
“much of the future of the nation depends 
on management's professional ability to 
achieve lasting cooperation with labor, to 
find means to stabilize the national econ 
omy, and to integrate the organization of 
the nation’s industry with the nation’s 


social structure.” 


New Warehouse Being 
Built By McGregor’s 
MEMPHIS—A new 40,000 sq. ft. ware 


house is being constructed by McGregor’s, 
Inc., wholesale appliance distributing firm 
of this city, it was learned recently. Plans 
call for the completion of the building, 
which is expected to cost about $100,000, by 
November 1 of this vear. 

Connecting with the company’s present 
warehouse at 673 South Dudley Street here, 
the new building will increase McGregor’s 
total warehousing space to 70,000 sq. ft 
With this addition, the amount of floor 
space in all company operations will tota 
111,000 sq. ft. as compared to 41,000 11 
1940. It was reported that the firm now 
emplovs 175 persons, whereas before the 


war its staff totaled 90. 


Buchanan Appoints Two 
New District Managers 
ELIZABETH, N. J. Phe Buchanat 
Electrical Products Corp., of this city, re 
cently appointed two new district managers 
Thev are: Jack E. Olson, of 2017 “S” Street, 
N. W., Washington, D. C., who will cover 
the District of Columbia, Marvland and 
Virginia; and Elton L. Dye, 167 Ritzland 
Road, Pittsburgh, Pa., who will cover the 


western half of Pennsvlvania and all oft 


West Virginia. 
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Atlanta Wholesaler Names 
C. P. Luke To Sales Staff 
VPLANTA 


bus, Ga. territory for the Electric Sales & 


Now covering the Colum- 


Service Co., electrical wholesaling firm of 
this citv, is C, P. Luke, according to P. C. 
Gilham, Jr., president. Before joining the 
Electric Sales & Service Co., Mr. Luke was 
issociated with the merchandise department 


tf the Georgia Power Co. 


Electric Wire Production 
Reported At Record Rate 


NEW YORK 


turers in the United States are now produ 


Electrical wire manutac 


ing wire for homes and commercial build 
ys at the record rate of six billion teet 
ver vear —nearly three times the pre-wat 
ite according to a recent announcement 


the U.S. Rubber Company 





f Given as the reason tor this high pro 
luction of electrical wire is the post-wat 
' ilding boom. Almost 100 per cent of the 
homes being erected today are wired for 
ighting and appliances and, in some cases, 
, ectric heating. The average size home 
R ises approximately 1,500 feet of wire, ac 
: cording to C. W. Higbee, manager of U.S 
Rubber'’s wire and cable department. 
—_ e 
A. A. Togesen Appointed 
5 . 
Bulldog’s Sales Manager 
ow] = 
DETROIT—The appointment of A. A. 
i logesen as sales manager of the Bulldog 
ctric Products Co., ot this city, was 
inced recently by J] J Mite hell, vice 
resident in charge of sales 
Mr. Togesen joined the Bulldog organi 
t in 1937 as a spec dl Tanit 
i 
A. A. Togesen 
i 
nd, subsequently, was appointed assistant 
sales manager. His entire business careet 
has been spent in the electrical industry and 
has a very wide acquaintance among 
ctrical wholesalers, electrical contractors, 
' d industrial engineers and architects 
; 
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USE BRIEGEL 


ALL-STEEL 


INDENTER-TYPE 
FITTINGS! 


<<; 


Cross Section 
Showing 
indentations. 


Select the best, insist on Briegel Qa 
All Steel Fittings, the only approved ly 
indenter type connectors and coup- i 
lings for thin wall conduit tubing. 
You will not only find that Briegel 
Indenter Fittings are easier and 
faster to use, but also make neater, 
stronger connections. Two Easy & 
Squeezes and they’re set. Start using 
Briegel Fittings today. Have more @& 
satisfied customers — more profits ° 


from each job. - 
DISTRIBUTED BY 


The M. B. Austin Co., Northbrook, Ill.; Clayton Mark ~ 
& Co., Evanston, Ill.; Clifton Conduit Co., Jersey Po] 
City, N. J.; General Electric Co., Bridgeport, Conn.; 
The Steelduct Co., Youngstown, Ohio; Enameled z 
Metals, Pittsburgh, Penn.; National Enameling & °o 
Mfg. Co., Pittsburgh; Penn.; Canadian General 
Electric Company, Ltd. 


~—— 


~\ All B-M Fittings Carry the Underwriters 
4 Seal of Approval and Canadian Standards 
ma Ass'n Approval No. 8275. 


NEATERe FASTER 


BM BRIEGEL METHOD TOOL CO. 


tis GALVA, ILLINOIS 





r 





Malleable Iron means a faster- 
Selling fitting every time! 


ASK THE CONTRACTOR! Better 
jobs done quicker mean more money 
to the electrician. That’s why GED- 
NEY Fittings sell faster — they are 
made of high grade malleable iron, 
have a smooth rust-proof finish, and 
are cleanly and accurately threaded. 
Furthermore, every GEDNEY Fitting 
is carefully inspected, then packaged 
in easy-to-spot cartons — No guess- 
work, no lost time. 































CONDUIT NIPPLES 


eoeeeeeeee eee @ 


EMT SERVICE CAPS 


CONDUIT COUPLINGS 


EMT BODIES 


eee eeeeee ee 





THREADED 
CONDUIT BODIES 


WATERTIGHT 
BOX CONNECTORS 


ANGLE 
CONDUIT INSULETS 


EMT 
CONDUIT BODIES 


*eeeeeeeeeee 





CORD GRIPS & 
PVX CONNECTORS 


EMT 90° 


GROUND FITTINGS ELBOW CONNECTORS 


*eeeeeeneeneeneeneeneteeeneeeeeeeeeeeneeeeeeeeeeneeeeee © 


@eeeeeaeoeoeoeoeoeee eee eeeeeeveeeeeeeeee eee eeeeeeeeee ee 


SQUEEZE CONNECTORS 


a | 
tp. WRITE FOR THE 62-PAGE GEDNEY CATALOG! 
} Every GEDNEY item clearly in- 


4 dexed with every size and type for \ 
your stock. A complete manual ex- 
pressly prepared to save hours of 
time in ordering Your copy will be 

. mailed on request on your company 


——  letterhead—send for it today. 


-GEDNEY ELECTRIC CO. @) 


RKO BLDG., RADIO CITY, NEW YORK 20, N. Y. 







OY Liliead 





FOUNDRY, FACTORY & SHIPPING POINT: TERRYVILLE, CONN. 











| NCplolaar Ceshial Fitagg// 
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FORMER wholesaler Charles W. 
Maledon recently was appointed south- 


western district manager of construction 
material sales for the General Electric 
Co. Previously, Mr. Maledon was oper- 
ating manager of the General Electric 
Supply Corp. at El Paso. 








Three Promoted In Sales 
By Phillips & Edwards 

SAN FRANCISCO-— The Phillips & Ed- 
wards Electric Corp., electrical wholesaling 
firm of this city, recently promoted Charles 
(Chuck) Nolan, Pat Procaccio and Art 
Blakely in sales capacities. 

Mr. Nolan was promoted to outside sales 
man, covering the North Bay territories as 
far north as Santa Rosa. Now calling on 
electrical contracting accounts in this city 
is Mr. Procaccio, who was advanced from 
counter salesman to city salesman. Taking 
his place as counter salesman is Mr. Blake- 
lv, formerly of the warehouse. 

It was learned that Phillips & Edwards 
encourages men to stay on and work up in 
the firm by giving substantial bonuses twice 
a vear, the total amount often being the 


equivalent of two months’ salary. 


Ware Brothers Becomes 
Ware Fuse Corporation 

CHICAGO Fuses formerly manufac 
tured and sold under the firm name of 
Ware Brothers are now being sold under 
the new corporate name of Ware Fuse Cor- 
poration, located at 4450 W. Lake Street 
here, it was announced recently. Operations 
will continue under the same management 
as heretofore. 

Also announced was the appointment of 
Howard H, Loving as representative in 
the Chicago territory. With this new addi 
tion, the Ware Fuse Corporation now has 


representatives in 14 major markets, name 


lv: Los Angeles, San Francisco, Pittsburgh, 
Denver, Milwaukee, Minneapolis, New Or 
leans, New York, Atlanta, Boston, Phila 


delphia, St. Louis, Portland and Chicago. 
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Funk To Head Graybar’s 
Supply Specialty Sales 
NEW YORK 


Funk as manager of supply specialty sales 


The appointment of E. I. 


for the Graybar Electric Co., Inc. was 
announced recently by G, F. Hessler, vice 
president. He was formerly manager of the 
firm’s supply sales department at St. Louis. 

Included in Mr. Funk's new assignment 
is the development of plans for promoting 
the company’s counter business. He will 
operate from Graybar's executive head- 
quarters, located in this city, and will re- 
port to G. M. Colwill, manager of supply 
sales. 

Mr. Funk started with Graybar in 1937 
is an appliance salesman at Salt Lake City. 
In 1942 he was made a supply salesman, 
handling several important accounts. He 
became manager of the supply sales depart- 


ment at St. Louis in November 1946, 


Hamilton Mfg. Co. Names 
Rippe As Sales Director 

I'WIN RIVERS, WIS.—Charles H. 
Rippe, Jr. was appointed as sales director 
of the home appliance division, Hamilton 
Manufacturing Co., of this citv, according 
to a recent announcement by R. G. Hal- 
vorsen, sales manager. 

Associated with the Commonwealth Edi- 


son Co, of Chicago since his graduation 


from the University of Illinois, Mr. Rippe 


has had wide experience in appliance mer- 
chandising. He has been, successively, field 
sales representative, district sales super- 
visor, staff assistant in sales promotion, and 
supervising buyer of supplies and merchan- 


dise for Commonwealth Edison. 








RUSSELL E. 
was appointed general manager of lamp 
sales — including commercial engineer- 


EBERSOLE recently 


ing, advertising and sales promotion 
for the Westinghouse Elec- 
tric Corp., Bloomfield, N. J. He succeeds 


activities 


William J. Massey, who retired after 
serving the company’s lamp division for 
50 years. 





= 2 


| PORCELAIN | 
/}OUTLET | 
SWITCH | 


an. 4 


a ’ ate 5 
ja fogs 


- 
- 
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Phone or wire your jobber! If he 
does not have them in stock for 
immediate shipment, we will ship 
to you at once for him. 





PORCELAIN PRODUCTS, INC.| 


FINDLAY, OHIO 
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o)..THE FANS — 


| LATEST additions to the J-Z Whole- 
| sale Electric Corp. staff are C. W. 
| Church (second from left), purchasing 
agent, and W. Campbell (extreme 
| 
| 


Pacis 


in Striking New Beauty 


f in Quiet, Efficient Air Circulation 


right), inside salesman. R. E. Jensen 
third from left) has been managing 





fs ie the Los Angeles wholesale firm since 
My hd P a . the death of his father, Alfred Jensen. 
% - in Low-Cost, Long-Lived Service Other members of the company are 


| left to right): G. Mallette, shipping 
| elerk; Mr. Church; Mr. Jensen; V. 
| Hedrick, stenographer; L. M. Fairchild, 
bookkeeper; and Mr. Campbell. 





and first choice, too, of 
fan buyers the country over. 


A sales-winning reputation Anaconda Employees See 


built by smooth, dependable, Company Motion Picture 
low-cost service. Exclusive HASTINGS, N. Y.—Emplovees of th 
styles of blades, engineered _ . Hastings Mill of the Anaconda Wire and 
and matched with FASCO arcticAire Deluxe SIXTEEN Cable Co. recently attended a series o 
quality-built motors, is the Mode 4 speeds “Anaconda Movie Nights” at the Hastings 

quel 


” ill to iv choo ere ccore vr to 0 
secret. Lucky you, who have 1” oscilla High School here, according to Harold | 


Ormerod, manager of the Hastings Mill. 
them to sell, as the demand age 


; Che program featured the first showing i 
j still far exceeds our stepped- of the Anaconda Wire and Cable Co.'s 
up production. : new color motion picture, “Nerves of the 


Nation.” Present on various nights for the 
film’s showing were ofhcials of the firm, in 
cluding: H. Donn Keresey, president; and 


W. FE. Sprackling, executive vice president 


Construction Materials 
Dept. Set Up By G. E. 

NEW YORK Phe General Electri 
Company has established a new operating 
department — the Construction Materials 
Department — according to a recent an 
nouncement by Charles E. Wilson, president. 

Mr. Wilson stated that the formation ot 
the Construction Materials Department, 
with headquarters in Bridgeport, Conn., 
is “in keeping with the broad program ot 
modifying the structure of the organiza 
tion to take full advantage of the oppor 


e Pedestal 3 tunity for development of the company’s 





- aire Delux 
arcticAir node! 165 


destal 


4 business.” 
eeds 
, e 3sP He revealed that the new department 
6 oscillator p 


will be responsible for the products of the 
tollowing present divisions of the Appli 


ance and Merchandise Department: Wire 





and cable, wiring devices, accessory equip 
ment, conduit products, Tungar and me 


tallic rectifiers. 


C. D. Hepler, tormerly vice president 


in charge of marketing tor The Trumbull 
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Electric Mfg. Co., has been named general 
manager of the Construction Materials 
Department, Mr. Wilson said. Mr, Hepler 


oined the Trumbull organization in 1929 ae, LLMAN 

is manager of its Seattle, Wash., plant. 

In 1933 he became vice president and gen- La Al & 
ral manager of the Trumbull Pacific Divi- 
sion, and was made president of this p R ay D U Cc T oy 
division in 1945, 


Upon becoming vice president in charge 


f manufacturing at all Trumbull plants 


A 
in January 1946, Mr. Hepler was trans- FLOOR BOXES *# R WIRING SPECIALTIES 
terred to the Plainville, Conn., plant. In 2 


Mav 1947, he received a promotion to the 





charge of mar- 


ost of vice president it 














Keting. 
) 
William Bell To Manage 24 
- “ = 
Wesco’s Hempstead Branch pr 
HEMPSTEAD, L. I., N. ¥ The West- ened 
naan Electric Supply Co. has appointed “Bull Dog” 
4 William Bell as manager of its branch in Insulator Support 
this ys — sot Nassau and Suffolk Be a Bull Dog’’ Supports are safe 
Counties, it was learned recently, Asso- a oe gf No. 280 Nozzle with 
iated with Westinghouse Supply for 25 eS Se — | ina smog = a ae re No. 200 Cover Plate 
vears, Mr. Bell formerly was with the Made of highest grade malleable iron and 4 
cadmium plated, the No. 470 is unexcelled 10 Amp. 250 Volt Receptacle in Brass 
New York branch ofhce of the firm where for hanging '2”, °4” and |” pipe or conduit Housing, mounted on '2” brass pipe 
5 y ; to steel beams up to *.s” thick. No. 471 extension 3” long—ltonoer extension if 
he specialized in motor sales. for larger pipe desired 
.c ~ - ys] « acer ‘ ' *-e . . 
Distributor Sales Manager ‘‘Latrobe’’ Floor Boxes and Wiring Specialties save 
Named By Allen-Bradley time and money because they are quickly and easily 
MILWAUKEE — L. C. (Les) Watson installed. They serve long and well because they are 
recently was appointed sales manager of made of finest materials. 
distributor sales of the Allen-Bradley Co. 
t this city. According to the company’s : 
innouncement, the growing importance of 
the electrical wholesaler and distributor in A 
“Bull Dog” 
i BX Cable Staples 
' Millions of these high quality, de- oe fo 
pendable staples are now in use 
in every section of the United 
; States. Packed in cartons, kegs 
; No. 150 Box — or barrels 
i No. 207 Nozzle No. 110 “‘Latrobe’’ 
Adjustable and watertight for in- Watertight Box 
stallation in concrete or wood- 
finished concrete floors. Furnished This non-adjustable, watertight Floor 
with 444” Cover Plate No. 242 and Box is extremely simple and compact 
large Adjusting Ring No. 215. in design, making for speedy installa- 


tion and trouble-free service. 208 Re- 
ceptacle. Cover Plate 314” diam 





Sold Only Through 














Wholesalers 
j 
L. C. Watson 
No. 284 Nozzle with No. 252-R Two Gang Box 
sr ( s : a No. 

Allen Bradley ¢ mntrol sale has made it on a Cover Plate This Two Gang Adjustable Box has our No 
es ° : : x. eat, compact-fitting and extremely dur- 208 Receptacle in one section One Cover 
sential to place distributor sales under able, this Duplex Receptacle Nozzle come Plate has '2” Flush Brass Plug; other has 2” 

—_— “4” 3°" Qrac ne 

i div isional sales manager with either '2” or 34” brass pipe extension. Flush Brass Plug. 


After an early start with the old Pettin 


ined the Trumiall swteusine ce | MOD Ue ear ae eee oe 


He was, until recently, eastern regional 


LATROBE . . . PENNSYLVANIA 


manager and products manager in charge 





of control for that firm. 
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ith FRANK lerw ri ters 
na al ; by ul n¢ 
e listed : 


Accommodates a Broad Range of Cable Sizes 
Gets the Job Done Faster ... Easier! 


Frankel Split Bolt Connectors are easy to use on all types of 
connections, whether temporary or permanent. A proven 
favorite for taps, dead ends, motor leads, and in junction 
boxes, etc. For working in close quarters or mean spots, you 
can't find a better connector than a Frankel ‘‘Bug."’ 


® compare these advantages! KEEP FRANKEL “BUGS” HANDY — 
1. Extra length pressure bar extending YOU'LL USE THEM EVERY DAY 


beyond nut, keeps threads firmly 
meshed, prevents stripping. 


2. Extra wide wrench grip on body. 
3. No sharp edges to nick wires. 


4. All material guaranteed against 
season cracking. 


5. Nut of high strength Duronze. . 
6. Pressure Bar is a bronze forging. 
7. Body is 90° copper (comml. bronze). 





* 
Write today for Catalog 4B it's easier and faster when you 
SOLD THROUGH LEADING use Frankei Solderiess Connectors 


WHOLESALERS EXCLUSIVELY 





















FRANKEL CONNECTOR CO. 


27 VESTRY ST. e¢ NEW YORK 13, N. Y. 





42 YEARS OF KNOW-HOW IN SOLDERLESS CONNECTORS 





93 
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ALLAN A. WATSON recently was 
appointed sales manager of The Trum- 
bull Electric Mfg. Co., Plainville, Conn. 
Formerly manager of Trumbull’s plant 
at Norwood, Ohio, Mr. Watson will 
now be responsible for all field sales 
operations of the company. 





Westinghouse Distributors 
Assn. Holds 34th Meeting 


BUFFALO — The Westinghouse Agent 
Distributors Association recently held its 
34th annual meeting at the Hotel Statler 
in this city. The three-day conclave was 
opened with addresses by D. M. Salsbury 
president of both the association and th 
Westinghouse Electric Supply Co., and 
B. W. Clark, vice president of both th 
association and the Westinghouse Electric 
Corp. 

Ihe first morning session heard speeches 
by members of the General Appliance Plan 
ning Committee, whose chairman is J. | 
Myers, Wesco Middle Atlantic district 
manager, Those who spoke were: J. H 
Ashbaugh, vice president; Roger Bolin, 
Appliance Division advertising manager ; 
and T. J. Newcomb, Appliance Divisior 
sales manager —all of Westinghouse Ele 
tric Corporation. 

Next, members of the Committee 
Hlome Radio, headed by Hl. I. MeConnel 
Wesco central district manager, gave thei: 
reports, The speakers included: Walter ¢ 
Evans, Westinghouse vice president; F, M 
Sloan, manager; | R. Hermann, sales 
manager; and J. H. Stickle, advertising 
manager —all of the Westinghouse Home 
Radio Division. 

The session devoted to the Committee ¢« 
Lamps, was presided over by N. A. Hyelt 
Wesco general lamp sales manager, and 
the speakers included: R. C. Stuart, West 


inghouse vice president; R. E. Ebersol 
sales manager and H. FE. Plishker, adver 
tising manager of the Westinghouse Lamy 


Division, Bloomfield. 


In addition, the association heard talks 
by members of the Committee on Wiring 
Devices (Chairman M., P. Nickerson, Wes- 

vice president) ; Committee on Better 
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Homes; Committee on Electronics (Chair- 
man R, L. Whitney, Wesco east central 





district apparatus and supply manager) ; 
Committee on Farm Products (Chairman 
Henry Czech, Wesco northwestern district 
manager). During the latter meeting, E. W. 


Gaughan, Wesco general farm sales man- 





ager, spoke. Discussions were also held by 








ra a | 


C ak 
THE rfp too OPERATING 
FUSE--- DESIGNED BY WARE 
¢ 


the General Committee on Apparatus and 


its subcommittees. 


Don Hamilton To Direct 
Two Lamp Firm’s Sales 


TOLEDO — Don Hamilton, for several — | 


vears a sales executive for the F. W. Fitch 





Co., recently was appointed vice president 
in charge of sales of the Verd-A-Ray Corp., 
manufacturer of a new type of electric 
light, and of the Penetray Corp., manufac- 
turer of therapeutic lamps, 

Mr. Hamilton’s 15 vears of experience | 
in sales and sales promotion in the drug, 
department store, syndicate and variety 
wholesaling fields will be used in an ex- 
pansion of Verd-A-Ray’s and Penetray’s 
merchandising outlets. For the time being, 
Mr. Hamilton’s New York office at 1140 
Fifth Avenue will be maintained to repre- 


sent the two companies. Ultimately his 


headquarters will be in this cits 


HI-LAG 


FUSES 


yj . Yo 7 To secure adequate protec- 
Coo acts afm tion, yet end needless delays 
Strong Time Lag—2 to 5 times |2Nd costly shutdowns, calls 
normal current, for handling start- | for WARE HI-LAG Fuses. 
ing overloads and operating surges. Scientifically designed and 
Link is one piece of metal, one t +t d t d 

thickness throughout affording un- | CONStructe o reauce €x- 
excelled time-lag characteristics. |cessive heating during 
Fast opening on “‘round - the- clock” sched- 
short circuits. ules, heavy current loads 


Expansion without | and starting surges. 
sharp bending. 


Area toabsorbheat | he construction of WARE 
of motor starting HI - LAG Renewable Fuse 
weird short | provides every advantage 
ae __ | for maintaining low contact 
Yerminals are wide ist. e st time | 

and heavy to pro. | resistance, strong time lag— 


videmaximumcon- | Up to 5 times normal current. 
tact area — reduc- 


ing heat. The Links—the knife-blade 
APPROVED BY UNDERWRITERS’ LABORATORIES assembly _the double bridge 
supports—the spring tension contacts and greater con- 
tact surface are exclusive features which reflect the 
superior qualities of this amazing cool operator. 









THE LIFETIME 
HANDLE 


DOUGLAS 
Nlaminuam 
Compass Saw 
Ilandles al- 
low easy ac- 
cess to hard- 
to-reach 
Pat. Pending places. TWO 
convenient 
wing nuts permit quick rever- 
sal of the blade, and hold it 
perfectly rigid. Uandle is 
made in one piece. 


DOUGLAS BLADES 
LAST LONGER 
DOUGLAS Compass Saw 


Blades are made from 
highest grade spring steel. 
The teeth alternate from 
one side to the other: each 
tooth double sharpened. 























Ve manufacture all of our own parts and are making 


sci tae: Ochi Mian prompt deliveries. 


DOUGLAS CO. 


Pr. O. Box 1864 Charlotte, N.C 


mak WORLD'S FINES 


Write for Fuse Booklet No. 14?0 giving full 


features, sizes and details. 


Games FY WANE fuse conponarin 
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ELECTRICAL SPECIALTY ITEMS 


FROM CANNON ELECTRIC 


LISTED IN THE NEW C-47 CONDENSED CATALOG 


FIRE ALARM RELAY 
Motor Driven Type—California Uniform Code 


The new C-47 Catalog covers a great 
variety of multi-contact electrical 
connectors, electrical specialties such 
as hospital signal equipment, and 
various new signal lights, conduit fit- 
tings, terminals, lamp sockets, wag- 
ons, broilers, grills, sprinklers, etc. 


FIRE ALARM BOX 


Combination Open and Closed Circuit 





For mounting on standard switch box 
or any 2 gang box, having single gang 
plaster cover, or surface mounted 
with extra sub-base. Contacts of wip- 
ing, self-aligning bronze. Ask for Nos. 
FA-105, -107. New catalog numbers 
and prices now apply. 


NURSES’ SUPERVISORY STATION 


3 3 
Dd 
' @ 4 | 
| ‘ 


' ) 3 

‘ eli ~- 2] 
One of the many ‘items in Cannon’s 
complete Hospital Signal line, this 
SUP-1 is used in utility rooms, diet 
kitchens, etc., where call service must 
be provided (see page 25). 


SPECIAL HIGH VOLTAGE CONNECTORS 


Now Available with standard Size 28 
Type “AN” shells 





Three No. 12 contacts provide for 
high voltage circuits. Shown above 
are rack mounting type shells, No. 
2397-1 and 2397-2 (see page 21). 


GAO aaerRIe 


Levelog Wile Company 


IN ‘velop & BRITISH EMPIRE: 
CANNON ELECTRIC COMPANY, LTD. a. 
TORONTO 13, ONTARIO 
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See page 26 for this Type FA-102M 
Relay which is designed to operate 
from any station, sounding all alarm 
gongs intermittently, until glass in 
station is replaced or circuit restored. 


UNDERGROUND CABLE TERMINAL 
Za 








‘i 
Type UG-8 is shown on page 27, a 
waterproof underground installation 
type with two compression-type gas- 
ket cable glands and 8 bridged ter- 
minals. 


FIXTURE 





Among the conduit fittings on page 
28, Type FS-2 is a fixture stud with 
locknut. Type FS-3 without locknut, 
33” thread. Saves installation time. 
No bolts or mounting screws required. 


For acopy 

of the new 
Cannon 
Electric j 
C-47 
Condensed 
Catalog, 
Address 
Dept. E-362. 





XT 


CANNON 
ELECTRIC 


SINCE 1915 


3209 HUMBOLDT ST., LOS ANGELES 31, CALIF. 


WORLD EXPORT (excepting British Empire): 
FRAZAR & HANSEN, 301 CLAY STREET 
SAN FRANCISCO 11, CALIFORNIA 















J. A. MOOK, JR. (left) 
appointed general sales 
Frank Von Geyso was named electronic 
sales supervisor of Thurow Distribu- 
tors, Inc., 


recently was 
manager and 


electrical wholesaling firm 
of Tampa, Jacksonville, Miami, West 
Palm Beach, Orlando, T 
Pensacola, Fla. 


allahassee, and 





cent three-day 
attended bv all 


pleted 


Wadsworth Initiates Three 
Into **Twenty Year Club” 


COVINGTON, KY. — Following a re 
general sales conference 


district managers and 


agency sales representatives of the firm, 


The Wadsworth Electric Mfg. Co., of this 


city, celebrated the 20 vears of service com 


respectively by Paul M. Leary, 
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LEAD EXPANSION ANCHORS 


Will anchor in concrete — stone — 
marble — tile — slate and other solid 
materials — easily installed — rigid 
holding power — order now for im- 
mediate delivery. 


SOLIDLY 
ANCHORS 


© Small 
machinery 


® Electrical 
fixtures 


® Plumbing 
equipment 





® Shelving 

Send for the complete catalog on 

Paine fastening and hanging devices. 
2979 Carrol Ave., Chicago 12, IIlinois _ 


and Hancine DEVICES 














1948 















general sales manager; Albert N. Hyams, 
in charge of the Pittsburgh sales district; 
Fred A. 


Cincinnati sales district. 


and Thoenv, in charge of the 
The three men were admitted to Wads- 
Year Club” 
gathering of 150 emplovees and friends at 
the Ft. Wright Country Club, Ft. Wright, 
Ky. The Year Club,” 
wer by L. G. Kuhlman, president and 


manager, 


worth’s “Twenty betore a 


“Twenty presided 


now 27 —22 


general numbers 


men and 5 women from every branch of the 


company, 


Sylvania Announces New 

75 Watt T12 Fluorescent 
NEW YORK-—A new 75 watt T12 Slim- 

line fluorescent lamp of high eficiency was 


announced recently by Sylvania Electric 
Products, Inc, Measuring 1 in. in diam- 


eter and 96 in. in length, the lamp reportedly 


will be available this month in the 3500 
degree standard white and, on request, in 
the +500 degree white color. It is reported 
that this lamp exceeds the output of the T8 
Slimline by an average of 600 lumens and 
contains a special coating which assures 
reliable starting characteristics under high 


humidity and subnormal voltage conditions. 


National Electrie’s Board 


Elects Geo. L. Wanamaker 


PIT TSBURGH—George L. Wanamaker, 
assistant to the president of National Elec- 
tric Products Corp. since 1926, was elected 
as a vice president by that company's board 
ot directors, according to a recent announce- 
ment by W. C. Robinson, president. 

Mr. Wanamaker 
Electric organization at its Ambridge, Pa. 
1907. His 


included timekeeping and cost accounting. 


joined the National 


plant in early responsibilities 
During most of his years with the firm, 
he has been concerned with production and 
plant administration work at the Ambridge 


plant. 


OBITUARIES 





WALLACE L. BRANDEL 


Wallace L. Brandel, vice president in 
charge of sales for The Jones Metal Prod 
ucts Co., of West Lafayette, Ohio, died 
recently. He was 57. 

Known throughout the electrical trade 
as “Brannie,” Mr. Brandel graduated from 
the University of Wisconsin in 1914 with 
1 B.S. degree in electrical engineering. 
He was emploved immediately after grad- 
uation by the National Lamp Works of 
the General Electric Co. in its Commercial 
Development Department at Nela Park, 
Cleveland. 

With that department, Mr. Brandel was 


How to avoid 
manhunts 


of Seow obe's ts with 
MONOLITE REGISTER 


ee 
° 


Time is lost and tempers rise when, after a 





long search, you find the person you want 
has been out all the time. Couch Monolite Registers provide 


a simple, workable solution. 


By simply flipping a shutter, a red or green signal light 


beside each name listed show who’s “in” and . toe 





who’s “out” . . . plug in connection . . . in- 


Ya 
¥ 


stalled easily. Available in models list- §5, || 23 


~~ 
\eo 
= 
\ 
\ 
\ 


ing names in multiples of 20 up to 80. 
Used in hospitals, clinics, professional] 
buildings, and offices. Full informa- 


tion on request. 


S. H. COUCH COMPANY, INc. 


407 NORTH QUINCY 71, MASS. 


PRIVATE TELEPHONES for HOME and OFFICE . . HOSPITAL SIGNALING SYSTEMS . . 
APARTMENT HOUSE TELEPHONES and MAILBOXES .. . FIRE ALARM SYSTEMS for INDUSTRIAL 
PLANTS and PUBLIC BUILDINGS 








THE 





IT’S NEW 
IT’S DIFFERENT 
IT’S EFFICIENT 


The new VAN DYKE AIRE gives you circula- 
tion in any direction—direct, semi-direct, and 
indirect. A unit completely built for comfort 
performance. 


OUTSTANDING FEATURES 


Swivels in any direction 


® Hung in rubber-cushioned swivels eliminating 
vibration 
Equipped with heavy duty motor 


Ten-inch Torrington Four Blade Vairified Air 
Impeller — quiet, efficient, sturdy 


Eight-foot rubber cord 


Heavy Chrome guard protecting motor front 
and back 


® Guaranteed for a period of ONE year 
_ ee. | Speed | C.F.M. | Shipping Wt 
1550 | 650 | 13 Ibs. 


INDUSTRIES 


CHICAGO 8 





Size 
16" 




















VAN DYE 


21ST AND ROCKWELL STS 


ILLINOIS USA 
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one of the pioneers in the introduction of 
the daylight lamp. In addition, he gained 
considerable selling experience by being 
| loaned to sales divisions of the company for 
short periods in special and varied sales 
assignments. In 1925 he was transferred to 
the midland division of the National Lamp 
Works in Chicago. 
Next, Mr. Brandel became associated 
with the Curtis Lighting Co., of Chicago, 
as assistant manager in charge ot 
sales to wholesalers. Subsequently, he joined 
the Steber Electric Co., of Chicago, as its 
sales manager. That post placed him in 
contact with The Jones Metal Products Co. 
and in 1940 he was employed by Jones 
organization to re-establish its lighting re 
flector business through the wholesale trade. 
In 1942 he became a member of the board 
of directors of that firm, and later was ap- 
pointed sales manager of the company’s 



















sales 


tire business, 


ASSOCIATION NEWS 


BALTIMORE 


Letmate 


It was up to Vernon 


and his committee of five to see 
that this year’s Golf Outing of the Elec- 
trical Manufacturers Representatives Asso- 
ciation ran smoothly and with as much — 
if not more success than last vear’s. The 
final report of this outing held at Rogers 
has not vet come through but it is 


lorge 





A great variety of ma- 
chines and equipment | 








require motor controls for original 
application and replacement . 

You can share in this profitable, 
industrial business by carrying the 
FURNAS line. Hand and foot- 
operated controllers in OFF-ON, 
reversing and multi-speed types as 
well as pressure and magnetic re- 
versing switches offer the jobber a 
growing opportunity in the 1 to 10 
hp. controller field. We urge you 
to investigate the many FURNAS 
advantages; our catalog is sent free 
on request. Write for further de- | 
tails to Furnas Electric Company, | 
1069 McKee St., Batavia, Illinois. | 





Cords and 
Cord Sets 


Selected by 
leading manufacturers 
... why not by you! 





A 


AC 


FURNAS J5 REVERSING CONTROLLER A full line of 
hp. 22 ' ed t Flexible Cords for the 


Repair and Service 
Industry, obtain- 
able through jobbers 
and distributors 







Approved by 
Underwriters’ 
Laboratories 





=> FURNAS 
CAcTice 
MOTOR CONTROLS 





CORNISH WIRE CO., Inc. 
15 Park Row, New York 7, N.Y. 

























DONT SAY 


“STRIP” 





Right this way,folks! Step right 
up and meet Addie, the **Adda- 





























Strip” girl. Look for her at lead- 
ing wholesalers. And remember 


*, say **Adda- 


don’t say “‘strip’ 
Strip”. It’s the password that 
saves you money in the long run 
.-- and the longer the run the 
bigger the saving. 18 inches or 
18 miles, Adda-Strip’s unique 
construction features and sup- 
erlative, precision-built quality 
add up to quick, inexpensive in- 
stallations. 


No. 8000 Adda-Strip. 18" to 
8 ft lengths Completely wired 


*ADDA STRIP T.M 


and assembled including wire 
leads for splicing and feed. 










, 
RN) 


No. X8000 strip at lower prices. 
Small end boxes, no 
wire leads. 


U.S. PATENT 
NO. 2,434,781 


DISTRIBUTORS 
Hitch your wagon 
to this star. Put our 
Addie to work for 
you (available on 


Adda-Strip is the most 
complete line, including 
single and double row for counter displays 
and envelope 
stuffers). Get your 
share of Adda- 
Strip profits 
Write us today 
for details. 


fluorescent or slimline and 
vest pocket strip for con- 
fined areas. Accessories 
include reflectors, hing- 
ed louver shields, louver 


and plastic shielding com- 


ee) 


binations. 










feF Nie) 3 Rope ae Vil ice. el icmaeh 
1750 North Ashland Avenue 
ile \clemy y mma al. le) 14 
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high with Cal 
Downie, Frank Butts, Paul Dowdy, Mason 
Wood, Tom Marshall, Walter Banta, John 


Butta, Larry 


certain to meet an all time 


Daniels and George Burv on 


the planning committee. 


CHATTANOOGA — Patrick J. 


from the headquarters’ staff of the National 


Lowry, 


Electrical Contractors Association spoke on 
the subject of “Interdependence” at a_ re 
Electrical 


cent meeting of the League ot 


Chattanooga. He stressed the importance 


of the dependence of one division of thi 
League on the other and how all working 


together can gain added mutual benefit. 


CHICAGO 


sponsored by the Electrical 


An outstanding coming event 


Association ot 


this citv is the National Television and 
Electrical Living Show to be held at the 
Chicago Coliseum during Sept. 18, 1948 


through Sept, 26, 1948. Only distributors, 
wholesalers, manufacturers, public utilities, 
schools, and similar groups will be per- 
mitted to exhibit. No retail showings will 
be included ... Uhe Electrical Maintenance 
Engineers group recently held its eleventh 
dinner dance at the Bal Tabarin 


Room of the Hotel Sherman . 


annual 
.. Ata recent 
West Sub 
urban Electric League heard Ray M. Smith, 
Daniel Wood- 


head Co., discuss rubber insulated products 


dinner-meeting members of the 
assistant sales manager of 


and what's new in modern equipment for 
moisture protection ... New ofhcers of the 
Women's 1948-49 season 
are: Chairman Catherine Finnigan, Illinois 
Bell 


Kathrvn T. Sheehan, Van Cleef Bros. : 


Division for the 


Telephone Co.; 1st vice chairman, 
2nd 
vice chairman, Claire Wagner, Harry Alter 
Co.; publicity chairman, Veronica Binsfeld, 
Elec] Sup. Co.; program chair 
Eller, G. E. Co.; 
Margery J. Kull, 
Refrigeration; education chairman, Sophia 
Malicki, Commonwealth Edison Co. : 
Helen B. Ward, Carson, 
= €o.: Mildred 


appointe d secretarv-treasurer 


Efengee 
man, Grace membership 


chairman, Northtown 


social 
chairman, Pirie 


Scott and Burkhard, re 


CLEVELAND 


promotional program, aimed at 


lhe Electric League's new 
“stepping 
up” electric range sales to 
Cleveland, 
Wholesalers on May 13 and to retail range 
Hotel 


features of the 


an all time high 


in Greater 


was introduced to 


salesmen at a breakfast meeting at 
Mav 24. Major 


promotion include store and theater demon 


Statler on 


strations, special sales awards, speeches at 
u-monthly breakfast meetings by promin- 


ent men in the industry, and newspaper 


ind radio advertising .. The industrial 
ipplications of transformers and rectifiers 
were the timels subjects discussed at a 
recent meeting of the Electrical Maint 
nance Engineers. K. E. Thomas of G. E. 


outlined the fundamentals of transformers 
und C, A. Mann of We stinghouse discussed 
rectifiers ... N. J. MacDonald of T & B 
recently discussed electric il interdepen 
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EMT Thin Wall 
Conduit 


Fitting say 





















CADMIUM _—@ 
PLATED <# 
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FAM Coupling“ 
(Cutaway View) 





2. No rings to cock or lose 


3. Precision machined 
taper fit 


FAM Connector 


1. Simple, fast installation 4. Cuts surface for posi- | 


FAM Yeatures IN 


tive ground 


5. Raintight— 
UL Approved 


Write for Descriptive Literature 


FisHER-ARMOUR Mec. Co. 


757 Waveland Avenue 


Chicago 13, Illinois 








Double PROFIT 






















0 ’ 


Cummins line now offers twice as 
many opportunities for profits. 
The new Cummins 200 standard 
14” drill leads spectacularly in 
Price, Discounts, Performance, and 
Appearance. 

Three Cummins 14” drills are stiil 
the outstanding bargains in their 
field .. . Top Discounts, Priced for 
Volume Sales, Unexcelled Perform- 
ance. 

The Cummins line of drills con- 
tains at least one item attractive to 
every buyer. 

Model 110 — Equipped with Jacobs 
Hex Key Chuck — List Price $18.95 


Model 120 — Equipped with 
Keyless Chuck — List Price $17.95 


<a 







LIST PRICE 


$2095 


CUMMINS %” DRILL-MODEL 130 
EQUIPPED WITH JACOBS GEARED CHUCK 


i 
For complete de- : CUMMINS PORTABLE TOGLS 
tails, fill i coupon  , Div. of Cummins Business Machines Corp 
: ; 4764 Ravenswood Avenue, Chicago 40, lilincis, U. S.A. EW-7 | 

and mail today. goa em aah 
s cE , ! Name | 

| Compan 

MORE THAN 60 YEARS OF : inlet | 
PRECISION MANUFACTURING | <,, a 





wren 





With the Famous 


500 
WATT 


~- 
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Prominent merchandisers across 
the country have proved the value of 
spotlighting displays with GoldE. This 
cooler handling high efficiency 500 
watt Bantam Super-Spot throws a 
clear powerful beam—easily adjust- 
able from even flood to concentrated 
spot. Has 414 inch Fresnel lens and 
pre-focus socket. Full universal 
mounting for ceiling, wall or floor. 
Very rugged, long lasting. Weighs 
only 8 Ibs. Uses long-life lamps. 
Liberal Discount Policy 
SEND FOR BULLETIN NO. 454 


Full Line of Attachments 


Avatlable 


Se Rs 


GoldE Manufacturing Co. 1222-D W. Madison St., Chicago 7, U.S.A. 
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new “Yriction-Set” 


FIXTURE HANGER 
That Adjust With a Twist of the Wrist! 





360° Adjustment 


At last you can get a Fixture Hanger that turns to 
any angle after being screwed to an outlet box. 
Although base and receptacle remain stationary, 
hanger arms may be turned to align with any 
preconceived lighting plan. Exclusive Friction Ring 
firmly holds fixture in selected position. Hanger 
screws on to 344” or 4” outlet boxes, no other 
fastening necessary. Furnished complete with re- 
ceptacle, two 5° chains, hooks and cord clips. 


Friction-Set K100. .. List Price $1.10 For any fixture position 


Also Available with 3 Wire Solid Ground Receptacle 
Write for Bulletins K25 and K26 


SIMPLET ELECTRIC COMPANY 


3600 West Potomac Avenue * Chicago 51, Ill. 
112 Chariton Street * New York 14, N.Y. 








dence at the annual meeting of the Electri- 
cal League Pioneers in the Hotel Cleveland 
Empire Room... A novel demonstration, 
showing that with an electric range even 
men can produce superior cooking results, 
was a highlight of the Women’s division 
meeting in the League auditorium. There. 
the two men who ran the program, C. B 
Allen, Jr. and J. L. Sheehan, Jr. of Trad 
Relations bureau. did the actual preparing 


ind electric range cooking. 


DALLAS—The final luncheon meeting ot 
the season of the Dallas Electric Club was 
held on Mav 31. A vivid and dramati 
motion picture of the steel industry, fur! 

ished by U.S. Steel Corp., was shown in 
technicolor and proved highly instructive 
and entertaining ... The Dallas Electric 
Club will resume meetings for the fall on 


Sept. 13 


MILWAUKEE The Electrical League 
teed off for its first golf tournament on 
June 9 at the beautiful Merrill Hills Coun 
try Club. A full course dinner, golf prizes 
and the usual fun and good fellowship 
were enjoved by members of the Electrical! 
League as well as members ot the Elec- 
trical Maintenance Engineers of Milwaukee 
and the Wisconsin Radio, Refrigeration and 
Appliance Association who were cordially 


invited. 


MINNEAPOLIS—Wholesaler and distrib 
utor salesmen and manufacturer represen- 
tatives were urgently requested to attend 
an Electrical Industry Area Meeting at 
Glencoe sponsored by the State Board 

Electricity, The Minnesota Electrical I: 


spectors Association, the Minnesota Electri 
cal Association and the North Central 
Electrical Industries. The meeting was 
planned to present new products, new 
equipment, wiring practices, code interpre 
tations, etc. and particularly to help mem- 
bers who had problems on rural wiring. 
Panel discussions by leading men in the 
electrical industry whose job it was to 
discuss and answer some of these problems 
made this meeting very worth’ while 


attending 


PHILADELPHIA — The recently-pub- 
lished 1947 Year Book of The Electrical 
Association of Philadelphia graphically 
presents the story of that organization's 
activities during 1947. Measured by its 
scope and contents, this attractive 80-page 
publication is a vearbook in every sens« 
of the word. Not only do its pages sum up 
the activities of the association as a whole 
and the doings of the various divisions, but 


they also include a membership directory, 
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report on the association’s successful Co- 
operative Bank Financing Plan, and even 
a listing of the company standings in the 
issociation’s bowling league. 

Among the major projects of which the 
vearbook carries a report were the follow- 
ing promotions: Electric Kitchen and Laun- 
drv Planning Center, Lamp Campaign, 
Television Matinee, Residential Wiring 
Promotion, Electric Range and Water 
Ileater Promotion, “Electrical Gifts for 
Christmas,” and the Certified Lamp. 

In addition to reviewing this intensive 
rogram of promotional activities conducted 
\ the association as a whole, the vearbook 
relates the doings of the various divisions 
ot the association. Included in this word- 
and-picture report are the Manufacturers 
Division, Lighting Equipment Manufac- 
turers Division, Air Conditioning and In- 
dustral Refrigeration Division, Commercial 
Electric Refrigeration Division, Wholesal- 
rs Division, Specialty Distributors Divi- 
sion, Contractors Division, Retail Appli- 
ance Dealer Division, and Electrical Main 
tenance Engineers Association 

Listed by the Yearbook as rating high 
imong the accomplishments of the associa- 
tion in 1947 was the addition of 99 new 
members. This increase enabled The Elec- 
trical Association of Philadelphia to round 

out its 30th year of advancing the interests 
of the electrical industry with a total of 


1,180 members. 


YE JUST WHAT YOU'RE NOW! 
Role) <i lem se): ° 





gPEEP 


Ideal for: You just can’t beat these marvelous Floor 
OFFICES Model Air Circulators for extremely efficient, 


SHOWROOMS 


STORES 
CLASSROOMS 
LABORATORIES 
HOSPITALS 
CHURCHES 


MEETING HALLS looking, too, with streamlined motor housing 
HOMES and base beautifully finished in chrome 


and countless 
other places 


24’'’ BLADE 
Floor Model 


supremely quiet operation — thanks to their 
SAMS exclusive aero-dynamic, back-sweep alumi- 
num blade design; and their specially engi- 
neered General Electric, totally enclosed, oil 
sealed, 110 volt, 50 60 cycle, 1 Phase, A.C. 
motor—that needs no oiling ever! Handsome 


and highly polished aluminum. 














Write, 
wire, phone 
TODAY 
for 
SAMPLE 
and 








profitable 






discounts 






FAN & BLOWER CORPORATION 


(Subsidiary of Commercialaire, Inc.) 





302 PACIFIC STREET, BROOKLYN 2, N. Y. « TRiangle 5-6536 











morRE — MORE 
aso MORE 








eS 


SPB 


WIRING DEVICES 


ARE BEING SPECIFIED 
AND USED BY 


THE QUALITY MARKET 


OUR NEW 
AND LARGER PLANT 
IS NOW CAPABLE OF 
MEETING THIS DEMAND 


WRITE FOR CAT. No. 500 


C. D. WOOD ELECTRIC CO., INC. 
70-17 83rd ST. 
GLENDALE, L. I., N. Y. 
























~ specified by the big names 

















for the TOUGH JOBS! 


%* MINNEAPOLIS HONEYWELL 
%* RADIO CORP. OF AMERICA 
* STROMBERG-CARLSON 
* WESTERN ELECTRIC 
& WESTINGHOUSE 
* EMERSON 
% KAISER 




















] 
ering 
tool Write for literature. 
important 
news to 
HEXACON soldering irons 
ire a profitable line for the 
distributor, dealer and user be- | 
cause it represents one of the 
most complete lines available } 
today. It is backed by famou } 
ers throughout the world, | 
and an aggressive hard-hitting | 
sales promotion campaign is } 


telling the story to a 
quarter of a milion key 
men in industry each 
month, 





HEXACON ELECTRIC CO. 


Y 146 BM CLAY AVE., ROSELLE PARK NEW JERSEY 
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ROCHESTER, N. Y.—The industrial 
maintenance group of the Electrical Asso- 
ciation of Rochester at a recent meeting 
heard J. Harry Gross, manager of the 
Industrial Division, National Electric Prods 





Corp., and D, W. Rice, manager of the 
Surface Raceway Division of the same 
company, speak. A movie, “Watts in Glass,” 
was also presented by the Libby-Owens 


| 
| 
| 
| Ford Fibre Glass Corp. 
| 


ROCK ISLAND, ILL. — All those in this 
| area interested in the designing, planning, 
selling, financing, building or equipping 
of the home were cordially invited to 
attend a discussion on the importance © 
preventing “circuit saturation” at a dinnet 


meeting of the Electrical Institute of the 





lri-Cities. Presented at the meeting Were 


examples of residential wiring require 


g 


| | 
ZENITH PROGRAM TIMERS 


There’s a big market just opened up for these Pro- 
gram Timers at the new low price. Now schools, 
institutions, plants, etc., whose buyers have been 
putting off installations, can be sold a high-quality 
5-minute timer at a 15% REDUCTION IN PRICE. 
Steel case, synchronous motor; mechanism set au- TORONTO, ONT.— Members of the Elec- 
tomatically by turning minute in gets ee 

hand. Jobbers: Discount allows tric Service League of Ontario, Inc. were 


for a liberal profit! WRITE TO- ZENITH ELECTRIC co. | informed that two booklets on wiring were 
DAY FOR FOLDER. 148 W. Walton St. Chicago 10, Ill. 


ments and costs at + levels of electrical 
living; a review of material available for 
| the promotion of a/w from the National 
Adequate Wiring Bureau and a discussion 
| of +4 new homes being constructed at Hart- 
ford, Conn. Will M. Kline of Westing- 
house, guest speaker, discussed the subject 


of “Circuit Saturation” in all its phases. 


being prepared by the Adequate Wiring 





MORE $: FOR YOU... | Its Fact! 











| ILSCO LUGS 


ARE 


FLUORESCENT | eo 
SELL F ' XT Uj he S S a Pagers: cast 


lugs you now use. 





c—--- TOP COMMISSION S----> 


| Today's standout opportunity for a 
| MANUFACTURER'S REPRESENTATIVES | | 


® Old established manufacturing firm, well rated and successful, 
has several territories available for aggressive sales representation. 
Many new items that sell to industrial plants, contractors, and 
wholesalers. Men we hire must have following with these outlets. | 
Top commissions—some men now earning $200. to $300. per week. 
Our fluorescent line includes industrial, commercial, CIRCLELINE, | 


and many other electrical items. It is widely publicized and a fast 
seller everywhere. 





Prove it 


to yourself — 
H <a t t t t 
urry don your story today so you can start tomorrow to WRITE FOR SAMPLES and the 
earn more dollars. 


Ilsco 54-page illustrated 


LITE-RITE LIGHT MFG. COMPANY ice 


COPPER TUBE 
325 WEST HURON STREET CHICAGO 10, ILL. (9) & PRODUCTS, Inc 
7 CINCINNATI, OHIO 
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Committee of the Cancdian Electrical | = Tli—E———=[=eIElllEE—E==lllSESESSESESEE = ———— 
Manufacturers’ Association for the purpose | 
of aiding contractors to sell proper wiring | | NM O E SA L E S | 
jobs on the farms of the Province, One | 
booklet is on adequate wiring and the other | G we £& AT £ be a Re oO F | T S } 
is F we aT x rif ab i I i Ss j = 1] } 
—— electrification with special em I LESS EFFORTS 
phasis on farm wiring. ° 
| With 
! 
! 
WASHINGTON, D. C.— Members of the 
“ > ” F - | REG S PAT OFF. 
Electric Institute of Washington were in- 7 o 
vited to attend a frozen food packaging | 
demonstration on the 4th floor of the Pepco THE LINE THAT IS MADE- 
Building. The display of various packaging | TO-ORDER FOR SALES | 
materials was open for inspection from AND PROFITS... 
2:30 p. m. to 9:30 p. m. each day. This in- | } 
formation on frozen food packaging was | IT’S A STEADY, TRICO LINE IS 
presented to help members sell more home | COMPLETE LINE PROFITABLE EASY TO SELL 
freezers REPEAT BUSINESS Key industrial pu’- 
; : | One or more TRICO Quality & leadership lications, attent on { 
| electrical protective aia hues saiiini getting direct mail } 
} teati i booklets, talogs, { 
| one Sheng bered when further re saggges Pewee 
, . ~— . ae a a purchases are con- paves the way fo 
YOUNGSTOWN, OHIO Phe National every call. sidered. quick sales. 
Association of Hlome Builders is planning a 
National Home Week program during the | “ 
“ STRICT “THRU THE WRITE FOR 
' ‘ S . r St 042 ac. F | 
perl rd trom ° eptember > to fi, I 948, ac WHOLESALER”’ POLICY ii € re) M Pp L A T 7 | 
‘ording to the Electric: ague caster 
——- 1€ I ectrical Le ngue oF E astern \ Protects your profits. You get 100% ce- CATALOG ) 
Ohio. Promotional material will include 1 operation, healthy, controlled profit margins It's yours for the asking 
. : : - = ‘ , Investigate the many 
I é s ‘ ogrTi s c 
1eWs rele iSes, radio prog m , newspaper, | “aleemiena” of Ce 
magazine and radio advertising; local dis | { FOR MAXIMUM SALES PER CALL products . . . It will get 
| i. . | you started on some real 
plays of homes, apartments, and projects ORDER... STOCK... SELL TRICO profitable business. 
both completed and under construction. 
Local Home Building Associations all over 





movement 


MILWAUKEE 12, WISCONSIN 


the country are planning to tie in with this T R Ii ¢ Oo . U ~ E MF eo : C O. 2 “ 3 | 
tp | 





SWITCH 


AND 


WALL e Threadless guard is easily 
installed and removed. Unique 
PLATES locking device keeps it from 
falling off, even though set 

screws are not tightened. 
eS 


@ Universal box, with plenty 
Packed in individual 


of wire room, has 4 hubs 
ape oe Ce drilled and tapped. Plugs are 
vale furnished for unused hubs. 
eee serene Thus one box provides for 
m Parsing beg practically all runs. No need 
pareme plated tocarry a large stock of fittings. 


plates are paper 
@ 100, 200 and 500 watt 
; cu lMTER Resisation te the types, with or without stand- 
coeweures | ard reflectors. 


il instal 
OPENINGS | surface until insta 


covered to give 


lation is made 


2 STOCK SHIPMENT 





NOTHING TAKES THE PLACE OF STEEL 


HONER MFG. CO. »  gerreery cen 


412 South Green Street 


CHICAGO 7, ILL CLEVELAND 11, OH!IO 
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BELL AND BUZZER 





No. 20—Combination 





No. 200—BUZZER 





200—2'4” BELI 


SINCE 1924f% 


FEATURE 
the versatile LIBERTY line 
of Signal Devices 


Homes, offices, factories, schools need signal de- 
vices with “‘voices” suited to their job. Liberty makes 
the big gongs that can be heard above factory noise; 
the unobtrusive buzzer for announcements in offices; 


clear, bright bells for schools, and the pleasant two-tone 
chimes becoming so popular in even the most modest 
homes. To actuate all these units, Liberty builds Under- 
writers Approved transformers for long life and eco- 
nomical service. 


Write 
Liberty Bell for listings of the 


full line of dependable electrical 
devices. 






Liberty’s line is up-to-date in design, 
ruggedly constructed, profitably priced. 





No. 220—TRI-VOLT 
TRANSFORMER 


No. 212B— 
OUTLET BOX 
TRANSFORMER 





MANUFACTURING CO, 


MINERVA, 


OHIO 








NATIONALLY ADVERTISED 


CLIPPER 


KITCHEN CEILING 


BLOWERS 


Are An Extra Profit Source 





Sell the Clipper 
for additional 
»rofit. Mounts 
hoon een ceiling 
joists above the 
stove Vented out- 
of-doors through 
side wall or roof 
The powerful 
squirrel cage 
blower (nota fan) 
keeps kitchen free 
of cooking grease 
and odors. 








Guaranteed § 
years—a patented 
partition keeps 
motor out of 
greasy air stream. 

Ask your job- 


ber or write us. 





| fh raeigiote me hertee hee geeeeneinaeies 1 
| TRADE-WIND MOTORFANS. INC. | 
5721 S$. Main St., Los Angeles 37, Calif 
Send complete information on the Clipper | 
Nome | 
| | 
| Address i 














Huorescent | 
BALLASTS 


---4 TO 40 WATTS... 


STANDARD LINE& & 





PLUG-IN TYPES 





“PLUG-IN” TYPE ILLUSTRATED ABOVE 


COMPETITIVE PRICES 
PROMPT DELIVERIES 
UL APPROVED 


Quiet... Quality...long life... 
For origiral equipment or replacements 
use and recommend SYKES ballasts. 
Write for prices and catalog sheets. 


SYKES | 


ELECTRIC MANUFACTURING CO. 


SCHILLER PARK, ILLINOIS 





Manufacturer's Representatives 
Wanted 


Many Territories Open Nationally 


To represent manufacturer of U. L. 
\pproved quality wiring devices 
which include brass pull chain sock- 
ets, porcelain pull chain receptacles, 
pull current taps, ete. 

Only established reliable organiza- 
tions need reply. State territory cov- 
ered and lines now representing. All 
replies confidential. 


RW 5198 Electrical Wholesaling 
330 W. 42nd St., New York 18, N. Y. 














MANUFACTURERS 
REPRESENTATIVE 


Desires line of wire and cable, also 


allied items. 

Now serving large number, active 
accounts in established territory Ohio, 
Indiana and Kentucky. 

RA 5604 — ELECTRICAL WHOLESALING 
520 N. Michigan Ave., Chicago 11, Ill. 
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Extra heavy Bakelite _ 
| ) FLUSH PLATES © 


FOR TOP QUALITY JOBS 


Pressed heavy Bakelite in this widely popular 


design combines beauty with rugged strength. 











No. 953 No. 957 No. 961 








» | -@ 
+ 
- | 
No. 963 No. 965 No. 959 | 
s 





No. 967 No. 955 
Each plate packaged in an individual envelope | 
complete with METAL screws. 
ORDERS SHIPPED IMMEDIATELY .. . WRITE FOR 
SAMPLES AND DETAILED INFORMATION 


j (We supply electrical wholesalers and 
jobbers only.) 


Rey eer 


(Write also for samples and data on our complete | 
; line of “Styrene"’ first quality 
heavy plastic flush plates.) 


: A-P ELECTRICAL 
DEVICES CORP. 


501 N. Figueroa St. * TR 0851 * Los Angeles 12 
Mail address: P.O. Box 2135, Terminal Annex, 
Los Angeles 54 








MORE FACTS — 


ON PRODUCTS 





Fluorescent & Incandescent Lighting Fix- 
tures — Pocket Catalog No. 325 illustrates 
the line of commercial, industrial, display, 
desk and bed lamps, and residential type of 
lighting fixtures manufactured by Mitchell 
Mfg. Co., Dept. P.R., 2525 Clybourn Ave., 
Chicago 14, Illinois 


When writing ELECTRICAL WHOLESALING 





mention 


Fuses—Features of the Saf-T-Lag Thermal 
tuse are illustrated and described in folder 
482-ST, A cut-away view reveals interior 
construction and a chart shows fuse selec- 
tion for various motor sizes on both knife- 
blade and ferrule types. Jefferson Electric 
Co., Bellwood, Illinois. 


When writing ELECTRICAL WHOLESALING 


Motor Equipment—A colorfully illustrated 
folder describes the Type M_ magnetic 
brake manufactured by Cutler-Hammer, 
Inc., +76 N. 12th St., Milwaukee 1, Wis. 
This 6-page folder describes and illustrates 
14 features of the mill type d.c. brake and 
provides dimension and rating tables. 











JACKSON 
QUALITY 


3 lit tt yaRDLIGHTS 


No. 
8972-8974-8976 


FOR RURAL 
LIGHTING 


@ No. 8972 has 12” porcelain 
enameled reflector 

@ No. 8974 has 14” porcelain 
enameled reflector 

@ No. 8976 has 16” porcelain 
enameled reflector 
COMPLETELY WIRED 

AND ASSEMBLED 


For REA Installations. 


® Sold only thru Wholesalers 
® Manufacturers of 


Lighting Equipment 
JACKSON 
ELECTRICAL COMPANY 


900-910 W. Van Buren St., Chicago 7, Ill. 
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SCRU-(TS 


U. S. Patent No. 1933.555 


SOLDERLESS 
Wire Connectors 





You use no tape—no solder — with 
SCRU-IT Wire Connectors. They are 
faster, easier to use and make a better 
connection than a tape or solder joint. 
They are stronger, too. 

You don’t need tools with SCRU-ITS. 
Just strip the wires, screw on a SCRU-IT 
and you have a tight, permanent joint. 
And SCRU-ITS are compact, too. 






V LIGHTING 
| FIXTURES 


WV CONDUIT BOXES 
V FUSE BOXES 
~ MOTOR CONNECTIONS = a” 
V LIGHT SWITCH BOXES 
WV LIGHTING DEVICES 
| V RADIO EQUIPMENT 
|W TRANSFORMERS 
V CIRCUIT BREAKERS 
UV SWITCH CONTROLS 
and Hundreds of Other Uses 


Four Sizes for Joining Solid 
and/or Stranded Wires 


Underwriters Laboratories, Inc. Approved 


Write for sams 


| And SPECIFICATIONS 


1 aber aired 
| SEND DATA SHEET NO. 1009 TO 
l 
i MEMO .wocanceevasoseaaoaaeece 
{ Company --~-~----—~——-—--—--—.- | 
1 ct mummaemumwmaamme “ | 
eee Ree Ge pen ee a 
Bo ee ! 
Reuteseeiienteiiniaen a — 


SOLAR ELECTRIC CORPORATION 


FACTORY and SALES OFFICES 
WARREN, PENNSYLVANIA 












THERMADOR 


Portable 


ELECTRIC 
HEATERS 


Janie 


THERMADOR 


the design and manufac- 


: POCOCUCCCLLALS) 
areveeeebeneeereehdedaddcdbe 


leads in 


* sas 
s/t 


ture of portable electric 
heaters for commercial 
and residential use. Stock 
THERMADOR 


portables .. . 


now with 
in radiant 


and fan-type models. 


THERMADOR 
Longhella 


iMat-mmolalhvam olelaze]oli-Miaelellelalmal-teli-ti 
alelmeIhZ-S i] LE olololl-teM celauliiee-S 
tremely practical, safe and eco 
aroluliaelbmalel Mulelah ma-ttiel-talilelmelate 
commercial uses. Ideal for bath 
offices, stores, booths, etc 


1320 watts; 120 volts AC 


$1295 


(Incl. Govt. Tax) 


rooms 


LIST 
PRICE 


| 


¥ 


Bpeseeee 


THERMADOR 
Heat-Fan 


heater, 


Winter For 
years America’s leading electric 
heater 


summer fan! 


Nichia |-1elsM-tiilal-1)] eee 


1320 or 1650 


$1495 


(Incl. Govt. Tax) 


popular seller. In 
watts 


LIST 
PRICE 





; ’ 
Seren Le 4LUCS thead 


ELECTRICAL MFG. CO. + LOS ANGELES 22. CALIF 


110 

















THERMADOR &Q 


Recessed Lighting Fixtures — Catalog 48 
contains 16 pages of illustrations showing 
the various types of fluorescent and in- 
candescent lighting fixtures available for 
use in the office, and home. The 
catalog includes diagrams, light distribu- 
tion curves, methods of installing recessed 
lighting fixtures, typical specifications, and 
unit packing data. The Kirlin Co., 3435 E. 
Jefferson Ave., Detroit 7, Mich. 


stor 2. 
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Renewable Fuses—In a 4-page folder, Mon 
arch Fuse Co., Jamestown, N. Y. illustrates 
the knife-blade type renewable fuse, its 
lock washer construction and its special cap 
Also included is a price list and 
catalog number chart listing complete fuses 
and renewable fuses. 


design. 


ieee ation? ELECTRICAL WHOLESALING 





Small Hand Tools \ wide variety of 
screw drivers, nut drivers, and other small 
hand tools are illustrated with specifications 
and application data and accompanied by 
a price list catalog 
No. 14850. Vaco Products Company, 317 
Ontario Street, Chicago, Illinois. 


in 28-page looseleat 
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HEINEMANN 


CUTOUT MATERIALS 


Plug Fuse and 
Cartridge Fuse Cutouts 


Plug and Cartridge 
Fuse Entrance Switches 
Battery Switches 
Meter Test Blocks 
HEINEMANN ELECTRIC CO. 


152 Plum Street 


Trenton 





New Jersey 











oy he’ 
Date 
oy qe ey & 
DPE? 4 bs ag die BE 
SL ELS Te yenyp si 
. 









REA Pein asset 
23 Tay bagels 


tel 


4 





and special shapes and colors 
Nationally advertised 
Send for catalog sheets and prices 


NORTH AMERICAN 


1034 Tyler St., St. 





for long life in severe service 


Many standard types, shapes and sizes 
cre availa>ie as well as standard colors 


Lovis 6, Mo. 








UNIVERSAL 


PORCELAIN 


MIULATOR. 














the OK of f 
FAPERIENCED 

LONTRACTORS 

. They help a good job I 
STAY 6000/ 


~~ UNIVERSAL 


WV to) iat neaom | 


1549 EAST FIRST ST. 
SANDUSKY, OHIO 


2 RgED EINE 
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QONEY:. 


The WIRE and CABLE 
with du Pont 


Jacket 


Bronco 60 is highly 
resistant to oils, sol- 
vents, acids, chemicals, 
abrasion, sunlight, heat 
and cold. Its long life 
means real economy. 


Made in the West by 


WESTERN 
INSULATED WIRE CO. 
1001 E. Sixty-Second St. 


Los Angeles 1, California 














Time Delay Relays — Revised Bulletin 362 
not only carries information on Ward 
Leonard’s regular line of time delay units 
with auxiliary relays, but also illustrates 
and describes the company’s new timing 
relay with composite connections. Ward 
Leonard Electric Co., 31 South St., Mt. 
Vernon, N. Y. 
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Transformers—Catalog 140 H lists over 400 
“Stancor”’ stock items, including audio and 
power transformers and reactors, power 
packs, volt adjusters, radio transmitter kits, 
ete. Also included are tube charts, driver 
modulator combinations, and matched 
power supplies. Standard Transformer 
Corp., Dept. T, Elston Kedzie and Addison 
Sts., Chicago 18, Illinois. 
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Wire and Wiring Devices—A 4-page folder, 
No. 577, illustrates the various types of 
wire and cable and wiring materials such as 
rigid conduit, busway, surface ducts, metal 
molding, mechanical connectors, outlet and 
switch boxes manufactured by the National 
Electric Products Corp., P.O. Box 897 
Pittsburgh, Pennsylvania. 
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SHOPTIGHTS 


80 types available in price ranges 
from .75 cents up. All parts in 
stock. 


Complete line of “AMERICAN” 
incandescent lamps, our own prod- 
uct at best factory discounts. 


Send for complete information. 


THE SAVE LAMP COMPANY 


Baltimore, 11-P, Maryland 




















FLUXES 
SODERS 


for EVERY SODERING 
BRAZING *® WELDING NEED 
L. B. ALLEN CO.), Inc. 


6701 BRYN MAWR AVE. 
CHICAGO 31, ILL. 
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TIME CONTROL 





THERE’S A 


Paragon 


se) 


stuy JOB— 
ANYWHERE 


— 


FOR PARAGON'S NEW 
CONDENSED AND IL- 
LUSTRATED CATALOG 


Streamlined ... saves times. Pars 
agon's new streamlined catalog 
helps you quickly select the right 
control for the job. All the in- 
formation you need in 4 compact, 
easy-to-read pages. Ask for bul- 
letin No. 4818. Write for your 
copy now. 


LIBERAL TRADE DISCOUNTS 
APPLY. New Discount Sheets 
Show Discounts and Net Prices. 


1630 TWELFTH ST. 


TWO RIVERS, WISCONSIN 



























YOU ARE 





When you use 


P&S Porcelain 
2-Screw Sockets 


Pass & Seymour pioneered in 
the manufacture of electrical 
porcelain way back when 
electricity was in its infancy. 
Over fifty years of “know- 
how” go into the manufacture 
of every socket — your assur- 


ance of the very best. 


When the job calls for por- 


celain sockets, consult your 


P&S catalog. 


Remember, P&S PORCELAIN 
SOCKETS are built to give 


years of trouble-free service. 





PASS & SEYMOUR, INC. 


SYRACUSE 9, N. Y. 
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Make extra sales by showing fuse users how to 


LICK THE HEATING PROBLEM IN 


Panelboards and Switches with 








EE Fascrcon pom 


: 103.5% greater 
tame Fuse east 


71.5% 
greater 65.5% 
$4.7, greater 


greacer 


0c" 
62.0% 
greacer 


FUSETRON 


WA GOA 100A 200A 400A COOA 


Chart shows 250 volt sizes. 600 volt sizes show 
similar results. 


Proof that Fusetrons 
Operate Cooler 


| in An Office Building 


“We manufacture and install panelboards and 
switches. About 1941 we were called in by the 
Investment Building, Washington, D.C. to solve a 
panelboard heating problem. The panelboard, not of 
our own make, was equipped with pull-out fuse 
blocks which, when inserted in the panelboard, are 
completely surrounded by bakelite. There is no 
chance for any heat to escape. The 400 ampere one- 
time fuses then in use in the panelboard were heat- 
ing to the point where they were causing oxidation 
of the clips. We recommended the installation of 400 
ampere Fusetrons in place of the one-time fuses and 
no heating trouble has since been experienced. 

“We had another chance to prove how Fusetrons 
reduce heating at... 


) 


«= a Large Plant 


“When the HI Ice Cream Company complained 
that they were having heating trouble in the 600 
ampere main switch bought from us. The ordinary 
one-time fuses were heating to the point where 
the fibre was charring. By replacing the fuses with 
solid copper bars we proved that contacts within 
the switch were good and that the heating trouble 
was coming from the fuse itself. Then we installed 
600 ampere Fusetrons. That was about 3 years ago 
Not a Fusetron has been replaced and the panel is 
operating at normal temperature.” 


The Shull Electric Products Corp., 
Arlington, Va. 
Frank Shull, President 








Fusetrons- 


Switches and ‘panelboards stay cooler with Fusetr: 
because Fusetrons cut down heat at its source. The amo 
of heat produced is in proportion to the amount of res:s 
ance. Since the resistance of Fusetrons is very much le 
than that of ordinary fuses, Fusetrons operate at lower, 
more efficient temperatures. 

This cooler operation eliminates needless blows and use- 
less shutdowns that are the result of heating in fuses. 
Cooler operation also lengthens the life of switches and 
panelboards. 


By Actual Test, Even the Lowest Resistance Fuse Has 
55% to 140% Greater Resistance Than a Fusetron 


That’s why Fusetrons reduce heating, assure more effi- 
cient operation, keep circuits operating and reduce costly 
shutdowns. 

It pays to install low resistance Fusetrons, and cut down 
heating at its source. 


How to make sales 


Ask each fuse user if he is having trouble with 
excessive heating in switches or panelboards. 

If he is, tell him how Fusetrons, because of lower 
resistance, generate less heat than any other fuse 
of the same amperage. Hence cut down the heating 
at its source. 

Remind your customer that, of course, when he 
installs Fusetrons, he must have good contact 
throughout his switch or panelboard. Without good 
contact there is sure to be poor contact heating that 
will blow either fuses or Fusetrons. 

But don’t let your customer stop here. Fusetrons 
do everything fuses do and a lot more...so keep 
right on and... 


Sell FUSETRONS for installation 
throughout the entire electrical syste 


BUSSMANN MFG. CO., ST. LOUIS, MO. DIVISION McGRAW ELECTRIC COMPA’!Y 





